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Another Profitable Reason Why YOU Should Buy 
KELLOGG MASTERPHONE! 


Cross out maintenance calls . . . add up profits . . . wherever Kellogg 
Masterphone is installed. And, there’s a reason! The Masterphone is 


just plain “trouble-free” ... made that way .. . to go on operating 
time on end . . . without maintenance. When Kellogg engineers designed 
the Masterphone, maintenance reduction was a major consideration . . . 
absolute operating dependability a must. Be sure with Kellogg Master- 
phone. Find out now how Kellogg can help you increase your profit 
by decreasing expensive maintenance. 
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THE RIGHT CALL TO THE RIGHT PLACE. An irate Chica- 


goan telephoned Kansas City police recently to get a parked car 
from in front of his restaurant. 





“For over a week,” grumbled John Chelensky, “this Chrysler 
sedan with a Kansas City license has been parked in front of my 
restaurant and I want something done about it.” 


Chelensky said he had asked the Chicago police to take the car 
away several times, with no results. 


“Have you got the motor number?” Kansas City police asked. 

“Hold the telephone,” Chelensky replied. “Ill go out and get it.” 

A few minutes later he returned to the telephone and gave the 
motor number and was promptly informed that the car had been 
stolen in a garage holdup in Kansas City May 12. 

“We'll send a wire to Chicago police and ask them to pick it up 
for us,’”’ Chelensky was told. ““Maybe we can get some action.” 

“Thank you,” said Chelensky fervently, and hung up. 


He paid for the call. 


NOT WANTED. “Housewives don’t need telephones. They beat 
tom-toms to attract each other’s attention and then holler across 
the valley,” argue runners of Liberia, fighting a move to restore 
telephone service there. 


Telephones haven't been working since the German company 
which operated them was kicked out after Pearl Harbor. 


The runners claim it would cost thousands of dollars to repair 
the old system. “Besides,” one said, “‘we’re faster, never out of 
order and don’t get wrong numbers.” 


SHE KNEW WHAT SHE WANTED. Little Linda Wetzel of Mil- 
waukee, Wis., couldn’t rouse her baby sitter, but there isn’t anything 
weak about her voice. She roused her entire neighborhood and held 
up telephone partyline routine for more than an hour. 

When police, summoned by passers-by. entered the Wetzel home. 
they found a high school baby sitter snoozing over the funny pa- 
pers. Sitting on the floor was Linda, 16 months old, preparing to 
sound another stanza of her lament into the telephone which she 
had pulled from its stand. 


THERE'S NOTHING LIKE TRYING. Absent-mindedness hits 
everyone now and then but seldom in such an embarrassing way 
as related by Charles R. Cashel, secretary, Worthington (Minn.) 
Telephone Exchange Co. 

According to Mr. Cashel, a farmer from one of the rural switch- 
ing lines came into the Worthington company’s office with his mag- 
neto telephone under his arm, with the idea of having it repaired. 
While waiting for it to be fixed, he stepped into the office telephone 
booth. About five minutes later he burst out of the booth, very 
red-faced and flustered. He had spent all of that time trying to 
call his wife when it suddenly dawned on him that his home tele- 
phone was not in its usual place. 


Worthington operators were for once, Mr. Cashel reports, com- 
pletely exonerated of any blame and even the farmer joined in on 
the laughter concerning his absent-minded telephone call. 
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BY FRANCIS X. WELCH 
WASHINGTON EDITOR 


Welch answers Senator Hill's recent statement ‘'plugging" his 

bill to provide government financing (through REA) for rural 

telephone expansion. . . . Observes I|7 errors, misstatements, 
or misleading innuendoes in the senator's discussion. 


The Bill of the Nine Senators 
ITH the Poage Bill (HR 2960) 
REA 
rural telephones now marking 
floor 
Representatives, some attention should 


to authorize loans for 


time for action in the House of 


be given to companion legislation in 


the upper chamber. This year Senator 
Hill (D., Ala.), who has been sponsor- 
ing such bills in Congress since 1944, 
enlisted the bi-partisan cooperation of 
eight other senators to appear on his 
bill (S. 1245) as co-authors. 

These eight include five Democrats 


and three Republicans. The Democrats 
are Gillette of 
Texas, 


Johnson of 
South Carolina, 
Florida, and Sparkman of 
Alabama. The Republicans are Aiken 
of Vermont, Langer and Young, both 
of North Dakota. It is an interesting 
commentary that although all of these 
nine senators come from agricultural 
states only two of them, Aiken of Ver- 


Iowa, 
Johnston of 
Pepper of 


mont and Young of North Dakota, 
are, or have been real dirt farmers. 
Langer lists himself as “farmer and 


low, 9 
lawyer 


but actually he and the other 
six have been practicing law and pol- 


ities ever to the 


since their admission 
bar as young men. 

This fact that 
of the 
bill in the 
and suecessful lawyers and career pub- 
lie rvants, 
Wo} of 


vie\ »f 


seven out of the nine 
REA 


Senate 


spol rs 


rural telephone 


are distinguished 


rather than farmers, is 


some note—especially in 
the forthcoming speeches we 


wil hearing about hardships on the 


larm- without telephone service. To 
mos f these co-sponsors, such hard- 
ship: will have to be understood as a 
mat of hearsay or as the lawyers 
Say, ‘information and belief,” rather 
tha ersonal experiences. 
‘nator Hill's Opening Barrage 

Bu it is Senator Hill who, apparent- 
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ly, is still the moving spirit for rural 
telephone legislation in the Senate. He 
has already made an extensive state- 
ment on the subject, which was printed 
Apr. 
by the Alabama 
reprinted in 
(according to 
given your correspondent) 


in the Congressional Record of 
27. This statement 
senator has 


phlet form 


been pam- 
information 
and widely 
circulated among small telephone com- 
panies as a propaganda device to stir 
up support for the bill. For that rea- 
son, Senator Hill’s discussion deserves 
some analysis. So here goes: 

This writer has 
misstatements, or 
the 
statement, 


observed 17 errors, 
innuen- 
course of Senator Hill’s 
which runs slightly in ex- 
3,000 words. Since this 
about one error for every 175 
words—the net result, if not some- 
thing like a record for systematic mis- 


misleading 
does, in 
cess of aver- 
ages 


information, certainly approaches par 
for the course. To clear up any wrong 
impression, which may have resulted 
from the widespread dissemination of 
such publicity, here is the step-by-step 
bill of particulars on Senator Hill’s 17 
mistakes: 

(1) 
there 


Senator 


Hill “In 1945 


were actually fewer farms with 


says: 


telephones (1,866,109) than there were 
in 1920 (2,473,000) although during the 


first year or two after the war some 
improvement was made.” 

While it is true that there was a 
smaller total number of farm tele- 


phones in 1945 than in 1920, the num- 
ber of farm telephones, today, ex- 
ceeds two and one-half million by any- 
body’s count. Hill 
parently basing his statement 
“today” (the statement 
Apr. 27) on an estimate REA 
made as of Jan. 1, 1949. That may 
seem like quibbling over a small period 
of time. But if the 


Senator was ap- 
about 
was made on 


which 


senator really 





wanted to be fair about the matter, in- 
stead of giving the situation the worst 
possible appearance, he could have re- 


vealed that this same REA study 
showed a percentage of 42.2 farms 
with telephones on Jan. 1, 1949, as 


compared with the percentage of only 


38.7 in 1920. Industry estimates are 
higher—more in the order of 45 
per cent. The situation has since shown 
continuous improvement. The senator’s 


slighting 


even 


references to progress made 
“during the first year or two after the 
first war” is’ certainly misleading, in 
view of the fact that the percentage of 
rural telephone installations has been 
constantly improving during the war. 


(2) Hill recalled that his first bill 
was introduced on Dec. 8, 1944, when 
there was “urgent” need for such a 


program. 

This raises an obvious question: 
How in the did the rural tele- 
phone situation improve so immensely, 


world 


during the intervening four and one- 
half years without such federal legisla- 
tion? After all, the senator’s original 
bill was not passed nor has any bill 
since that time. But the admitted fact 


is that the percentage of farm tele- 
phones has increased from about 30 
per cent to more than 42 per cent 


(REA Jan. 1 estimate) without federal 
loans! Does not this very experience, 
the past and one-half 
years, show that such legislation at the 
taxpayers’ expense is entirely unneces- 


sary? 


during four 


(3) Senator Hill cites a report of a 
task group of the United States In- 
dependent Telephone 
(USITA) 
of the need for federal financing. He 
quotes from this USITA committee re- 


Association 


made in 1945, as evidence 


port as follows: “The program of fi- 
nancing the small telephone compa- 
nies under private funds necessary for 


plant replacements and improved 
equipment is one of major importance 
in the Independent industry.” 

So what? Obviously, financing is 
still a major problem! But it certainly 
does not follow that federal financing 


is the answer. The very fact that the 
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USITA has consistently opposed Sen- 


ator Hill’s bill is the best answer to 
his perversion of the meaning of this 
single passage from the 1945 commit- 
tee report. 

(4) In an effort to sugar-coat the 
appeal of his bill for small telephone 
companies, Senator Hill states: “The 
opportunity the offers for 
the refinancing of existing loans is of 
primary importance to those systems 
which have outstanding debt, in some 


legislation 


cases carrying burdensome rates of in- 
terest schedules 
which are beyond the systems’ capacity 
to meet, and which prevent any 
ernization of service.” 


and amortization 


mod- 


As a matter of business judgment, 
how in the world can a telephone com- 
pany in debt improve its condition very 
much by refinancing with more debt? 
The interest. rate might be less bur- 
densome, but the company is still in 
debt. The real solution, as any business 
man or economist will tell you, is more 
equity financing, to retire the debt. 
Debt involves mortgage. Equity in- 
volves investment. But the small tele- 
phone company will never be an at- 
tractive investment for equity financ- 
ing, as long as it is threatened by fed- 
eral interference and public competi- 
tion which would be greatly aggra- 
vated if Senator Hill’s bill should pass. 
If there is any doubt, take a look at 
what the electric companies’ common 
stocks are doing on the market today. 


(5) Senator Hill says: “Thousands 
of small telephone and mutual systems 
see in this type of legislation their only 
hope of being able to modernize and 
improve their facilities in order to con- 
tinue successfully in the 
business.” 


telephone 


Come, come, now—senator. Wouldn’t 
you settle for a couple of hundred? As 
a matter of fact, this writer suspects 
that the letters purported to be writ- 
ten by six company representatives, 
and which are quoted and reviewed in 
Senator Hill’s statement, pretty near- 
ly exhausted his group of dissenting 


companies. If he could muster the 
names of 100 companies, let alone 
“thousands” — this writer would be 


greatly surprised. But there, we must 
remember that congressmen get into 
the habit of loose and grandiose math- 
ematics in these days of wild appro- 
priations. 


As a matter of fact one of the let- 
ters the senator refers to as coming 
from a “company in North Carolina,” 
makes the following curious statement: 
“It seems to us that it is just as im- 
portant for the government to help the 
farm telephone business as it is the 
farm power business.” If the writer of 
that letter is under the impression that 
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the federal government has been help- 
ing the fortunes of the electric power 
companies, he certainly has strange 
sources of information on current af- 
fairs. 

Another curious remark from a let- 
ter from the “president of a large In- 
dependent” is as follows: “The de- 
velopment of telephone co-operatives in 
the contiguous areas of privately- 
owned telephone systems such as was 
done by the REA in the electric field 
would, in my opinion, benefit the small 
telephone exchange owner and general- 
ly improve the service to all telephone 
users in the United States.” 

If that statement came from the 
president of a large Independent tele- 
phone company it certainly represents 
a most astonishing turn of mind. Why 
is the president of an Independent com- 
pany begging the federal government 
to finance his own competition, by set- 
ting up telephone co-operatives in con- 
tiguous areas? But then, it takes all 
kinds of persons to make a world. 

(6) Senator Hill 
and promptly 


sets up a straw 


knocks it 
when he denounces a vicious “whisper- 


man down 
ing campaign.” He says: “I understand 
that the claim is being made that cer- 
tain additional charges would 
bring the interest per 
cent instead of the 2 per cent that the 
bill calls for.” This claim, the senator 
says, is “utterly absurd.” 


service 


rate up to 4 


It certainly is. We can depend on it 
that the interest rate will be not more 
than 2 per cent on all REA loans, and 
even cheaper if the REA lobbyists can 
ever manage it. What the senator neg- 
lects to say is that such loans are cost- 
ing the taxpayers more than 5 per 
cent, when all the subsidy and loss 
through taxation through REA financ- 
ing is taken into consideration. In 
other words, the senator is punching in 
the wrong direction. He should tackle 
a real issue instead of an imaginary 
one on this interest charge item. 


(7) Senator Hill says: “There has 
been a significant lack of opposition 
from private and financial quarters.” 


The senator won’t have long to wait 
on that. The reason has been that the 
financial quarters for the most part 
were not even aware that the legisla- 
tion was coming up for hearing in the 
House. It will be different in the Sen- 
ate, when the opposition side is 
scheduled, unless this writer’s informa- 
tion is all wet. There will be plenty 
of opposition from the private bank- 
ing and financial community. 


(8) “The bill,’ says its author, 
“provides for no subsidies that will 
cost taxpayers billions of dollars. In- 
stead, it establishes a self-liquidating 


loan program and expressly requir. 
that all loans be paid with interest.” 
The senator should tell that to tl 
Hoover Commission which found th: 
REA, along with a lot of other fede: 
agencies, has been systematically d 
guising its cost of operation as “a 
ministration expenses.” Perhaps t!] 
senator can explain how REA, sper 
ing at the rate of $5,000,000 and m 
a year for “‘administration 
can ever return that amount to t 
treasury—through the repayment 
loans, even at the subsidized rate 


expense 


per cent interest. 
(9) The senator says: “The bill 
not destroy or ‘socialize’ the telephon 


industry, as the lobbyists charge. O 
the contrary, the 

on life to the 
companies, both profit and non-profit 


which 


bill will give a ne 
lease thousands of sn 


otherwise face extinction on 
voluntary absorption by other com pt 


nies.” 


Perhaps the senator can explain t 
to the private power companies whic! 
have been on the looking 
ever since REA began in 1935. Thi 
socialization of the power industry has 
been proceeding in 
under the over-all federal public powe 
program, until it has 
stroyed private enterprise in that busi- 
ness in two states so far. If the small 
telephone companies think 
perience will be any different, or bet 


outside 


leaps and bounds 


entirely de 


their ex- 


ter, they are being more optimistic 
than practical. 

(10) Senator Hill says: “Bank 
railroads, utilities and hundreds of 


other businesses have borrowed bil- 
federal gov 

ther 

independence or being ‘socialized’.” 


True, senator, true. But they bor- 
rowed this money from the Reconstruc- 
tion Finance Corp. (RFC). So 
don’t you introduce a bill that would 
let the telephone companies borrow 
money from the RFC, instead of the 
REA, just as some telephone company 
witnesses have actually proposed. 
Small telephone companies 
glad to get RFC loans, in many cases. 
because it would be a straight banking 
operation. REA, on the other hand, has 
shown no desire to do business with 
private companies. The REA official 
and unofficial attitude toward private 
utilities has been of abuse and 
vilification. 


(11) Along the same line, the 
bama senator suggests that the cry 0°] 
“socialism” has been raised 
this bill by certain interests which s 
“to cover up and protect the mono}0- 
listic domination of the industry °Y 
one large company.” He says that “t/is 
company”—obviously referring to ‘'é 


lions of dollars from the 


ernment without either losing 


why 


would be 


one 
Ala- 


agaist 
]- 
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Bell System—“has succeeded in gob- 
bling up the major portion of the more 
lucrative territories in this country.” 
He adds that “year by year more and 
more of the small Independents and 
mutuals are being pushed to the wall 
and absorbed.” 


Independent telephone company men 
know the answer to this ridiculous 
statement without being told. If there 
is any present fear among Independ- 
ents about being gobbled up by the 
Bell System—since the Bell-Independ- 
ent understanding was reached some 
years ago—this writer has yet to hear 
of it. On the contrary, both Bell and 
Independents have joined in recogniz- 
ing the danger of unleashing a new 
factor in the telephone business which 
would really be a threat, in the way of 
“gobbling up” private company prop- 
erties. The ghost of the dead and ex- 
tinct private power companies in Ne- 
braska and Tennessee might give some 


posthumous testimony as to how ef- 
fective governmental agencies can be 
at this process of “gobbling up”— 


since the senator has raised the ques- 


tion. 


(12) The 
whatever in 
or senate bill 


REA or any other government agency 


“There is 
either the 


would 


senator says: 


noth ing house 


which authorize 


to acquire by seizure or purchase, or 
any other means, existing facilities, or 
to construct and operate new facilities. 
Under the proposed legislation, REA 
would only the lend 


money and to furnish technical assist- 


have power to 


ance where 


He re 


nically 


wante d and needed.” 


is a fine example of a _ tech- 
accurate statement being used 
to cover up an entirely inaccurate im- 
plication. It is technically true, that 
the federal government would not ac- 


quire, seize, purchase, etc., telephone 
properties. But it is also true that 
Senator Hill’s bill, if enacted, would 
authorize the federal government 
through REA, to finance other gov- 
ernment agencies—states, municipali- 
ties, counties, public power districts, 


and REA co-operatives to do all these 
things to the 


private companies. 
Furthermore, Section 201 of Senator 
Hii!’s bill would authorize the REA 
to make loans “for the purpose of 
financing or refinancing the improve- 
meit, expansion, construction, acqui- 
Sit 


, and operation of telephone lines, 
lac ‘ities, or systems to furnish and 
telephone service in rural 
areas.” That’s right in the bill. 


in ve 


}) The senator says: “Electric co- 


Op -atives themselves are not inter- 


in going into the telephone busi- 


ne where their members are now re- 
cei ng or have any prospects of get- 
te adequate service from other 
LIN 
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See story on senate committee 
hearing on Hill Bill on following 
page. Ellis on 
Poage Bill—see page 44. 
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suppliers. In my Opinion, few, if any, 
loans under this program would be re- 
quested by established 
operatives.” 


electric co- 


We must bear in 
1935, nearly 


mind that, since 
1,000 “electric co-opera- 
tives” have sprung into existence, as a 
direct result of REA financing in the 
electric power field. Maybe REA will 
adopt a different policy in the tele- 
phone business and maybe it won’t. 
There is nothing in Senator Hill’s bill 
to prevent REA from following its own 
ideas. Based on past performance, REA 
ideas have been in the direction of 


creating co-operatives rather than 
helping private companies. Smart 
telephone people will prefer the rec- 


ord of REA performance to the record 
of Senator Hill’s promises. 

REA Chief Wickard 
indicated that REA would prefer to 
create REA telephone co- 
operatives, rather than make loans to 
existing REA electric co-operatives. 
But certainly this is small consolation, 
and no protection, to existing telephone 
companies. 

(14) Senator Hill admits that “farm- 


ers would continue to have 


already has 


special 


a right to 
establish new tele phone ente rprises to 
their 
inadequately 


serve themselves where terri- 


tory is unserved, or 
served by existing suppliers.” 

Senator Hill’s bill certainly protects 
that right. It does not even have the 
meaningless preferential provision 
which the House Agricultural Com- 
mittee wrote into the Poage Bill. That 
is the provision 
phone 


giving existing tele- 
companies a_ theoretical six- 
month head start in filing applications 
for REA loans. 
(15) As if 


sion, Senator Hill reminds persons now 


making another conces- 
operating telephone facilities not to 
lose sight. of the fact that his bill “ex- 
them the prefer- 


ence to receive loans as co-operatives 


pressly gives same 
and public agencies will have.” 

That’s just the trouble and the big- 
gest danger of Senator Hill’s bill. It 
places public ownership groups and 
tax-exempt co-operatives on the same 
level for REA loans as existing pri- 
vate companies—thereby encouraging 
these public agencies to go into the 
telephone business, where they never 
have been before. There is also an op- 
portunity for REA to promote com- 
“otition and wasteful duplication of 
facilities. 





(16) Senator Hill suggests that his 
bill might indirectly aid present tele- 
phone company operations where the 


company does not care to expand into 


surrounding areas. He suggests that 
“the farmers could organize a new 
system to serve the rural area and 


work out a switching agreement with 
the system in town. It would be mu- 
tually beneficial to all concerned.” 

Any telephone company operator 
willing to stand by, and approve, the 
creation of potentially competitive op- 
erations, in the form of supplementary 
feeder lines, in fringe territory, is 
certainly taking a strange view of his 
public service responsibilities. REA 
co-operatives have not generally stood 
still and contented themselves with oc- 
cupying such fringe areas with which 
the electric power companies did not 
want to bother. On the contrary, they 
have been wrangling over 
rights since they 
started. 


territorial 
ever have been 
(17) Senator Hill says “certainly no 
federal government is 
finance the 


where 


agency of the 
going to installation of 


facilities adequate service is 
already being. provided.” 

What, then, is his objection to writ- 
ing a new provision into his bill that 
would bar REA from making 
loans to finance competitive opera- 
Why are REA co-ops all over 
the country engaged today in disputes 
with private 
competitive service area operations— 
if the REA had not deliberately en- 
couraged them to get into such situa- 
tions? Again, REA’s record 
than Hill’s 


such 


tions? 


power companies over 


speaks 


louder Senator words. 


Summing Hill’s entire 
statement is an attempt to 
drive a wedge into the unity of the 
telephone industry, both Bell and In- 


up, Senator 


obvious 


resisting the entrance 
government, through 
REA, into the field of telephone 
finance. He has attempted to use a 
small handful of swallows to paint a 
picture of a brilliant summer of in- 
dustrial support for his bill. The tele- 
phone industry knows that any such 
picture is an illusion, pure and simple. 


dependent, in 
of the federal 


There may be an isolated company, 
here and there, so hard pressed and 
ill-advised as to be unable to recognize 
the over-all significance of the Hill- 
Bills. But the overwhelming 
majority of telephone companies are 
proving, by their continued letters and 
other communications to their con- 
gressmen, that this is bad, wasteful, 
and unnecessary legislation, and that 
it must be defeated in the public in- 
terest. 


Poage 
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SENATE COMMITTEE HEARS 
Pill Bull Supporters 


HE SENATE Agriculture’ and 

Forestry Committee held a hearing 

on June 11 for the supporting wit- 
nesses on S. 1254 by Senator Hill (D., 
Ala.) and allied bills for REA rural 
telephone loans. Senator Elmer Thomas, 
chairman, presided. Senators Holland 
(D., Fla.), Hoey (D., N. C.), Gillette 
(D., Iowa), Anderson (D., N. Mex.), 
Thye (R., Minn.), Kem (R., Mo.), 
Young (R., N. D.), and Aiken (R., 
Vt.) were present. Don McBride rep- 
resented Senator Kerr (D., Okla.). 

The first witness was Senator Lan- 
ger (R., N. D.) who gave Senator 
Hill’s bill a blanket endorsement. 
Langer said that only 30 per cent of 
North Dakota farmers have telephones 
and that in many cases, these people 
are 40 miles from a doctor. 

The second witness was Senator 
Hill, on behalf of S. 1254 by himself 
and for Senators Thomas (committee 
chairman), Johnston (D., S. C.), Gil- 
lette, Kerr, Pepper (D., Fla.), Spark- 
man (D., Ala.), Johnson (D., Tex.), 
Aiken, Young, and Langer. Hill called 
for “parity in communication facilities” 
for the American farmer. He said: 
“The modern farmer needs and has a 
right to reliable telephone service to 
reach his markets, his suppliers, his 
doctor, his church, and his neighbors.” 

Senator Hill contended that the REA 
has in no way been harmful to the 
private power companies; that it has 
just afforded a larger and better mar- 
ket for the private power companies 
to sell their commodity. Hill said 
that “The absence of _ effective 
competition has tended to defeat effec- 
tive public regulation of rates charged 
subscribers for telephone service since 
the higher prices charged by 
Western (Electric) for telephone ap- 
paratus and equipment the higher the 
. . . Investment on which the operating 
companies are entitled to earn a rea- 
sonable return.” 

Senator Aiken suggested that small 
Independent company dependence upon 
big company equipment might explain 
the attitude of the United States In- 
dependent Telephone Association—be- 
cause Independent companies or repre- 
sentatives have written the senator 
favoring S. 1254. 
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Senator Anderson asked: ‘Doesn’t 
the REA act permit small company re- 
financing?” Senator Hill answered 
that it permitted co-operatives. Then 
Senator Anderson asked: “J am won- 
dering why you are going back to re- 


financing the small companies Inde- 
pendently owned?” Hill replied “for 
farmer telephone _ service.” Senator 


Anderson then declared himself in 
favor of co-ops only—wanted to keep 
out private companies for REA loans. 
He said he thought AT&T might want 
to “take advantage” of the 2 per cent 
low interest and refinance. 

Senator Gillette pointed out that the 
bill authorized ‘‘determination by the 
administrator of the need” for such 
loans. Thus the REA administrator 
could deny the same to private com- 
panies. Senator Anderson said: “J 
cannot help but feel that we are get- 
ting quite away from rural telephones 
when you start rehabilitating private 
companies.” 

Another witness was F. V. 
of Columbia, Mo., 
Missouri Farmers Association, Inc., a 
state-wide farm organization having 
a membership of 126,000 farm families 
in Missouri. He also represented the 
National Council of Farmer Co-opera- 
tives, which represents some 2,600,000 
farm families throughout the United 
States. Mr. Heinkel said: 


Heinkel 
president of the 


“If . . . they (private companies) 
are simply unwilling to provide such 
service to rural areas, then it is neces- 
sary for Congress to help the rural 
people to help themselves by making it 
possible for REA financed co-operatives 
to render the necessary service. Per- 
haps a combination of both would be 
best for the entire country.” 


Claude R. Wickard, REA admin- 
istrator, paid tribute to the small tele- 
phone companies as follows: 


“If it had not been for these small 
companies, both Independent and mu- 
tual, most of the farmers who today 
have telephone service never would 
have had it, and I would like to pay 
a word of tribute to them. These 
small companies have struggled against 
great odds over the past half century 
to bring an essential service to farm 
people. They were under-capitalized 
to begin with and they did not have the 


opportunity to set up adequate reserves 
such as has been done in the REA pro- 
gram. Today a great number of these 
small companies are in desperate finan- 
cial circumstances; they need help and 
whether they get it or not depends 
upon enactment of this legislation.” 


Wickard 
provides for all the 


“As to duplication,” said, 
“the bill 


guards that can be written into legis- 
lation.” In addition, he observed that 


Sate- 


there are some very practical 
why the alarm over duplication is un- 
warranted. Wickard added: 


reasons 


“I personally want to state that if | 
were in charge of a program to make 
loans for rural telephone service, | 
would think it wise to give preference 
to those people who are already in the 
business and who are willing to do 
everything practicable to furnish sat- 
isfactory telephone service. And I 
can assure everyone that there is no 
intention on my part to make loans t 
rural electric co-ops which would put 
existing telephone companies out of 
business. As a matter of fact few if 
any electric co-ops have a desire, or ar 
in a position to enter the telephone 
field at all....” 

Senator Thye said that he was, at 
one time, in a mutual company as man- 
ager and had listened to service com- 
plaints. He said he helped to sell out 
the mutual and that it was then mod- 
ernized by a purchasing company. The 


“rates were not much greater,” he 
said. 
Mr. WicKarpD: “I am sorry to say | 


am still in one (a mutual).” 
SENATOR THYE jokingly said: “I am 
surprised, sir, you as one of the cab- 
inet members, or have been in the cab- 
inet, and now at the head of REA, 
that you have not convinced the util- 
(mutual) company to do 
something about your line. I am awful- 
ly surprised, but you must be in pretty 
much of an 
wise.” 


ities or the 


isolated area—or other- 


Mr. WICKARD with amuse- 
ment: “ 
company and have been there for ‘nore 
than a half century. I suspect that the 
farmers in that territory have a /ittle 
feeling about the matter.” 

SENATOR THYE: “. . 


replied 
We have our own mi: tual 


You are in 4 


(Please turn to page 47) 
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HIGH spot of the most 
census 
cumulative 
and postwar 
created over 6,000,000 
households since 1940. 
than 20 per 


recent 
data on the 
effect of the war 
marriage boom. It has 
new American 
In other words, 
cent homes 
than before the war require furnish- 


survey is 


more more 
ings, appliances and telephones. And 
there is a 
boom in the telephone business! 


some people wonder why 


“New 


Same as new 


It has been said: ideas hurt 


some minds the shoes 


hurt some feet.”’ 
ee © @ 


The White House 
Washington, D. C. 


switchboard in 
now handles about 
20,000 calls each day. 


A new type of plastic wire insulation 
recently developed, appears to possess 
numerous possibilities in the communi- 
cations field. With this method, extra- 
thin thermoplastic film is 


W hile 


wrapped— 
heated—around a wire or tinsel 
In a direction parallel to the wire it- 
self. It is claimed that because of pre- 


cise control of pressure as well as of 
temperature a perfectly sealed multi- 
ple-wrap is obtained which not only 
assures the absence of pinholes, but 
also the exact centering of the con- 


ductor within a uniform wall of high 


quality insulation. 
eee 
rhe writer was privileged recently to 
attend a special showing, held in 
Washington, D. C., of new develop- 
ments by the Bell Telephone Labor- 


atori-s for future telephone service. 
1 dialing was effectively demon- 
strated by making test calls over a 


ene-)osition toll board to Miami, Fla., 
and “hicago, Ill., with the party an- 


Sweling at the distant station in less 
than 30 seconds. Coaxial cable and 
radio relay systems were demonstrated 
by use of models and charts. The 
Wansmission of voice and_ television 
JUN: 
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programs over these systems was ex- 
plained in a most understandable man- 
ner. The use of the transistor to replace 
the vacuum tube type voice fre- 
quency repeater was demonstrated by 
talking over a test circuit. This tiny 
device, when cut into the circuit, pro- 
vided equal if not better transmission 
than the larger, 
voice repeater. 


more cumbersome 


Perhaps the feature attraction was 
a demonstration showing how telephone 
customers in certain metropolitan areas 
can dial to locations in the 
same ,manner as they 


nearby 
now dial local 
calls. This equipment employs an elec- 
trical “brain” to receive the dialed 
number and complete the call, while an 
automatic accounting 
the information 


gathers 
necessary for billing. 


system 


This machine punches code patterns on 
paper tape to record all the informa- 
tion necessary for billing thousands of 
calls. Later, this tape is run through a 
“reader,” a machine which assembles, 
translates, summarizes and prints the 
punched out information in order that 
the telephone bills may be quickly and 
correctly prepared. 

The new experimental handset tele- 
phone was on display and attracted its 
share of attention. We heard the ques- 
tion asked frequently, “When may I 
have one of these new sets installed?” 
This instrument has_ better 
hearing and speaking qualities, a bell 
that the customer can adjust for vol- 
ume, and an easier-to-read dial. 

The telephone will be 73 years old 
this year. Certainly its development 
within a single lifetime has been a 
modern miracle. When one sees and 
hears these latest developments there 
is not much doubt but that the future 
will hold even greater telephone prog- 
ress than the past has ever known. 


modern 


While visiting a large telephone 
building recently we noted a small key 
sending cabinet installed on the wall in 
the hall near the main door to equip- 
ment rooms on each floor. This cabinet 
had ten keys numbered 1 to 0, as on 





a dial, and by punching a certain code, 
the electric lock operated and the door 
could be opened. Such a system obvi- 
ated the necessity of using—and fre- 
quently losing—keys by workers. 

We were advised that this arrange- 
ment was installed during the war 
when care was taken to prevent unau- 
thorized personnel from entering equip- 
ment rooms. Moreover, it is understood 
that it entirely satisfactory 
since the may be changed as 


proves 
code 
often as desired. 


A new type of radio alarm system 
was authorized recently by the Federal 
Communications Commission, to be 
used by the Montana Power Co. in con- 
nection with its gas pipeline facilities. 
These radio stations, operating in the 
72-76 me band, will be installed ini- 
tially at 15 automatic compressor sta- 
tions. 

When a fails, a coded 
signal will be transmitted to the cen- 
tral station of the company and repair 


compressor 


crews can be dispatched immediately. 
eee 


It would seem that there is an in- 
creasing need for an outdoor type tele- 
phone for residential use. During the 
summer months, the average family 
lives outdoors, out of hearing of the 
telephone much of the time. This prac- 
tice results in many lost calls because 
the inside telephone cannot be heard 
outside. 

While it is entirely possible to have 
an outside jack and plug for a portable 


set to accommodate the out-of-doors 
livers, this is not an entirely satis- 
factory arrangement for several rea- 


sons. First, there may be a tendency 
to forget to bring the telephone out- 
side and then forget to take it back 
inside which would, of course, result 
in damage to the instrument during 
inclement weather. 

It would seem that a better plan 
would be to have a reasonably priced 
weatherproof telephone that could be 
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installed permanently outdoors for use 
during the summer months. This type 
telephone must necessarily be equipped 
with a fairly loud ringing bell. 


The new Washington, D. C., tele- 
phone directory carries a sample tele- 
phone number on its cover explaining 
that LIncoln 9975 changes to LIncoln 
3-9975. When the curious dial this 
number, they find that it *s the Lin- 
coln Exchange business office of the 
telephone company. 


The splicing of an eye in manila 
rope usually proves a difficult task for 
the average telephone man. 

A new rope splicing tool, known as a 
Rigger’s fid, which is used in the same 





Q. What 
mended for the installation of a tone 
warning device and a 


arrangement is recom- 
recorder on a 
telephone located on a desk in the 
center of a room? We experience diffi- 
culty in the extension of power wiring 
to these locations. 


A. Rubber floor duct which is held 
in place on the floor surface by an 
adhesive is considered entirely suited 
for this purpose. One size of this duct 
has an opening of sufficient size to 
accommodate both the power and tele- 
phone wiring. If the power circuit 
makes use of a lead covered pair with 
the sheath grounded, this arrangement 
is considered to be safe. Ordinarily, a 
special cord conducts the power and 
control circuits between the tone warn- 
ing device and the telephone recorder. 


Q. During a severe sleet storm last 


winter we had several miles of open 
wire line go down because of excessive 
ice loading and high winds. The few 
storm guyed poles in the line were left 
standing although poles on each side 
of the guyed pole went down. Now, our 
whether a storm 


each tenth pole would have saved the 


question is guy on 


line or only the guyed poles. 


A. It is our opinion that if storm 
guys had been placed on each tenth 
pole, in all probability the lead would 
have been saved. If the line had been 
reinforced at such regular intervals, 
there is good reason to believe that the 
poles would not have broken in con- 
siderable numbers. Poles in a sleet 


loaded line may be likened to a string 


manner as an ordinary marline spike, 
but which has a detachable hollow 
handle that holds rope strands apart 
and allows incoming strands to be 
easily inserted, should assist materially 
in the accomplishment of this difficult 
task. 


eee 

The new lightweight magnesium 
type of ladder is proving quite popular 
in the communications field. Mag- 


nesium weighs only about two-thirds 
as much as aluminum. Ladders con- 
structed of magnesium combine rigid- 
ity, strength, corrosion resistance and 


wearing qualities as well as_ light 
weight. , 
Types available include step lad- 


ders, platform and warehouse ladders 


and light and heavy-duty extension 
ladders. 
ver <es 
iy Ms 


of dominoes set on end on a table top. 
Knock one down and in turn it will 
push the others over and this will con- 
tinue until all are down. In the case 
you have mentioned, the line was not 
reinforced at regular intervals thereby 
causing line breaks to occur on each 
side of the few guyed poles. 

A total of four guys should be placed 
on each storm guyed pole, two on the 
sides and two with the line. It is also 
a good plan to use either “H” or “A” 
fixtures at certain intervals on lines 
located in heavy loaded areas which 
are subjected to high winds. 

Seldom will a break occur in a ten- 
pole section under ordinary ice loading 
and storm conditions. 


Q. What is 
how can it be used on a rural line? 

A. With this system, all ringers 
are bridged directly across the line. 
Instead of a pivot, the armature can 
be moved only because of the spring 
on the tapper rod. A reed is used in 
lieu of the usual rod and each of the 
tappers on a line is of a different 
weight. The weight of the armature is 
such that its vibration frequency is the 
same as one of the applied frequencies. 
The proper frequency associated with 
each station must be selected when 
calling any number. 


harmonic ringing and 


All ringers receive current each time 
a call is made over a line, but only 
that ringer which is tuned to the par- 
ticular frequency responds. Usually, 
frequencies are 16.6, 33.3, 50, 66.6, or 
30, 42, 54 and 66 cycles per second. 





Q. Will it be possible to make use 
of a magnetic tape recorder on a tele- 
phone line? 


A. This type of recorder is satis- 
factory for telephone use providing it 
is equipped with an automatic volume 
control. If this feature is not pro- 
vided, the near station will be recorded 
at too high a volume while the far 
station will be weak. Proper use of the 
automatic volume control tends to 
equalize the sound level of the voices 
at both ends of the line on the record. 

eee 

Q. What is considered the proper 
size for the cover to use on a manhole 
frame for underground cable construc- 
tion? 

A. Ordinarily, a 20% ins. diameter 
cover is considered adequate; however, 
we prefer the 25% ins. size. The larger 
sized opening, as a rule, proves more 
convenient, both for 
and for splicing. 


h!] 
cabie 


pulling in 


Q@. We have a number of relays on 
our central office equipment that are 
old, the springs are out of shape, and 
the contacts are 
Would it 


to order 


worn excessively. 


be considered good practice 


new parts, such as springs 
and bushings, and overhaul these relays 
on the job, or should we buy new ones? 

A. While it would be entirely pos- 
sible to parts and repair these 


relays on the job, we seriously doubt 


order 


that it would prove a real economy. It 
is suggested that you 
manufacturer of your equipment and 
attempt to make arrangements with 
him to send these relays back to the 
factory to be rebuilt. Probably you can 
purchase 10 or 
then send the old ones back for repairs, 
ten at a time. Manufacturers are 
usually pleased to make a special rate 
on the repair of their equipment. 


consult the 


more new relays and 


some under- 


Q. We 


ground conduit construction and would 


are planning 


appreciate being advised as to whether 
this must be encased in concrete. 

A. This will depend to a great ex- 
tent upon the type of conduit used as 
well as the local conditions pertaining 
to your particular area. If thick walled 
conduit is used and the run is com- 


paratively free of the possibilit of 


mechanical injury, the concrete enl- 
velope should not be required. 

Often, a concrete envelope is ‘lesi!- 
able under street crossings and where 
conduit runs parallel and near other 
underground utilities. 
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NEW YORKERS HAVE GALA 
(Convention. at Jamestown 


By R. C. RENO 


HEN better telephone conven- 
tions are put on “John Wright 
and his Jamestown ‘gang’ will 
put them on.” That was the consensus 
of more than 300 telephone men and 


women who attended the annual con- 
vention of the New York State Tele- 
phone Association on May 24, 25 and 


26 at Jamestown. 


As is always the case with James- 


town meetings, this year sufficient 
pleasure was mixed with business—a 
combination that takes the monotony 


from conventions, especially for those 


of us who are unfortunate enough to 


from 15 to 20 


meetings each year. 


have to attend such 


The highlight of the social festivities 
was the “stag” party, including lunch- 
eon, golf and that immemorial game of 
“blotters” (played according to Hoyle). 
More than 200 men _ from 
states gathered at Sportsman Park on 
Lake 


several 


Chautauqua for a real “he-man”’ 


lunch on May 24, following which about 
80 played golf and more than enough 
to fill several tables took up the ‘“‘blot- 


ter” game. Still more roamed the beau- 
tiful countryside Lake 
tauqua. 


around Chau- 


The day wound up with a roast beef 
dinner with all the after 
inside were 


trimmings 


whic more games re- 


sume 
A report of the Stag Party Commit- 
tee attested to the fact that when 


“over-worked, tired telephone men” re- 


lax they really take care of the inner- 
man: For lunch—1,500 pancakes, 90 
pou of sausage; 550 eggs and four 
gallons of maple syrup. For dinner— 
225 pounds of prime ribs of beef, a 
Wash'ub of salad, to say nothing of 
the er “trimmings.” , 

A eat amount of credit for the 
enj le day at Sportsman Park goes 
to executives, department heads, 
mal rs and employes of the James- 
tow elephone Corp. They did every- 
thir ut cook the food—they served 
tab conducted tours and, in general, 
Saw t everyone “‘was at home.” The 
“0 vorked under the able direction 
of Cravens, vice president and 
JUN© 18, 1949 


general manager; Arnold Holmberg, 
secretary; Harold C. White, general 
auditor, and George Hiles, assistant 


general manager. 

John Wright, president of the James- 
town company, the genial and perfect 
host, was given a round of applause, 
both at the stag party and during the 
convention for his efforts to make the 
visit to Jamestown so enjoyable and 
profitable. Tribute paid to 
Mr. Wright for his many contributions 
to Independent telephony during his 51 
years of service to the industry. 

The of the convention were 
given special attention during the meet- 
ing, including luncheons, 


also 


was 


women 


teas and 





The 


speaker. Justice Jackson formerly was 
a Jamestown attorney and a director 
and general counsel of the Jamestown 
Telephone Corp. He stated he was glad 
to come back to Jamestown to speak 
at the banquet and to honor his long- 
time friend, Mr. Wright. 

Terming attendance at the conven- 
tion a tribute to Mr. Wright, Associa- 
tion President W. A. Seely, Norwich, 
declared that “the meeting of this as- 
sociation in Jamestown and beautiful 
Chautauqua County didn’t just happen. 

“We thought it would give us an 
opportunity to pay tribute to John 
Wright, a real pioneer in the telephone 


industry,” he said. “He has been in the 


wore 


newly-elected president of the New York association, HAROLD C. WHITE (left), is congratu- 


lated by the retiring president, W. A. SEELY, Norwich. 


tours. The committee in charge of the 
women’s portion of the convention pro- 
gram were: Mrs. John H. Wright, 
Mrs. B. H. Cravens, Mrs. George Hiles, 
Mrs. Harold C. White, Mrs. Ernest 
Sellvin, Mrs. A. C. Davis, all of James- 
town; Mrs. S. Fred Nixon and Miss 
Connie Nixon, both of Westfield, N. Y. 

The climax of the convention was 
the annual banquet the evening of May 
at which Supreme Court Justice 
Robert H. Jackson was the 


25, 


honored 


industry for more than 50 years, and 
more than any man has helped build 
the industry in this state.” 

“We have had another year of 
ord-smashing,” 
seribing 


rec- 
Mr. Seely said, in de- 
expansion and extension of 
telephone service throughout the state. 
He cited the spending of $200,000,000 
in expansion programs and the bring- 
ing of service to an additional 500,000 
subscribers during the year. 

“New York telephone companies are 
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Supreme Court Justice ROBERT H. JACKSON, addressing the annual banquet of the New York 


convention. 


now providing service to 1,890,000 busi- 
ness telephones and 3,500,000 homes,” 
he declared. An average of 23,234,000 
local calls and 1,270,000 toll calls are 
handled each day in the state, he added. 


Independent companies in the state 
number 154 with 318 exchanges serv- 
icing 339,000 telephones. During the 
past year, he added, 14 companies con- 
verted to dial operation. 

Rural telephone service is now being 
used by 70 per cent of the rural es- 
tablishments in New York State, he 
added, and said that a half billion dol- 
lars have been spent in expansion dur- 
ing the past three years. This 
sents a 55 per cent increase in total 
investment. Telephone companies in 
the state now have 210,000 unfilled or- 
ders on their books. 


repre- 


Mr. Seely said that few companies 
raised rates during 1949, but that 
many rate increases are expected this 
year “to give much needed financial 
relief.” He urged delegates to contact 
their congressmen and senators to lend 
support on legislation of interest to 
them, and reviewed the legislative rec- 
ord of the last state legislature. 

The address of L. H. Warner, Chi- 
ago, Ill., president, Automatic Electric 
Sales Corp., on “Present Day Manufac- 
turing Problems and the Outlook for 
the Future,” presented encouragement 
for telephone operating companies in 
that he stated that, with increased pro- 
duction and the 
materials, 


availability of 
prompt deliveries of 
equipment should be possible. Also, he 
stated that manufacturers have been 
able to reinstate their employe-training 
programs, especially as far as engi- 
neers are concerned, and that this 
should aid in increasing the designing 
of equipment and production. 

State 
give 


raw 
more 


regulatory commissions must 
serious consideration to replace- 
ment costs of property as well as orig- 
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At the left is JOHN H. WRIGHT and at the right is CLYDE S. BAILEY. 


inal cost less depreciation in establish- 
ing rate bases upon which utilities’ 
rates of return are figured, Arthur E. 
Nelson, Chicago attorney, told the con- 
vention. 

‘Rate-making policies must yield to 
inexorable economic facts or the utility 
investor is a helpless victim of discrim- 
ination. Such economic facts require 
that a rate of return as of today and 
for the future must be based upon the 
present-day replacement of the 
property. Rate-making must 
recognize changing economic conditions 
and must make a determination of a 
rate of return based upon present-day 
conditions and not on standards which 
were employed a generation ago,” Mr. 
Nelson stated. 


cost 
bodies 


His address will be published in full 
in a future issue of TELEPHONY. 
Clyde S. Bailey, Washington, D. C., 


executive vice president, United Statis 
Independent Telephone Association, 
his address on “The Washington Leg 
lative Picture,” gave a complete resu 
of the pending legislation which affec's 
the telephone industry directly, such 
as the Poage Bill to put governme: t- 
financed co-operatives and public bodies 
into direct competition with 
telephone companies; 
tion to reduce or eliminate excise taxes 
on telephone service, and amendments 


pri e 
possible legisia- 


to the Fair Labor Standards Act to 
increase the minimum wage to 75 cents 
an hour, which would put many small 
telephone companies out of business. 


Mr. Bailey paid tribute to John 
Wright and stated that he had been 
in the forefront of every fight for In- 
dependent telephony 


years of service to the industry. 


during his long 
“There never was a time when close 
cooperation between Independent and 
Bell companies was more essential than 
it is today,” W. C. Bolenius, New York 
City, president, American Tele- 
phone & Telegraph Co., told the con- 
vention. He stated that both branches 
of the industry have problems that are 
mutual and that it will take the great- 
est amount 
them. 


vice 


of teamwork to surmount 


One of the biggest problems, he said, 
is the training of new employes and the 
developing in them of the traditional 
‘spirit of service” 
ized telephone throughout | the 
industry’s history. “Service to the pub- 


‘ 


which has character- 


people 


lic is the essence of our business and 


all of our employes must be imbued 
with that spirit,” he stated. 


A demonstration, entitled “Highways 


of Speech,” was presented by M. S. 





In this threesome photographed at Jamestown are, left to right: FRANK S. BARNES, Rock Hill, C., 
USITA president; S. A. LANE, Russellville, Ark., and JOHN H. WRIGHT, Jamestown. 
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Paige, Albany, public relations assist- 
ani of the New York Telephone Co. 
‘len R. Bedenkapp, New York Pub- 
lic Service Commission, declared that 
wages and taxation are problems which 
ect not only the utility companies, 
but regulatory bodies and the public as 


we 
“Seventy-seven per cent of the money 
which consumers pay to telephone com- 


” 


panies goes for wages and taxes,” he 
declared. 

“The upshot of the whole vast prob- 
lem is that there is an obligation upon 
jabor and management, as well as upon 
regulatory bodies, to cooperate so that 
public utilities will not cease to remain 
in sound financial condition,” he said. 

He added that the same cooperation 
is necessary so that utility companies 
safe and ade- 
quate service at rates which make pos- 


“will continue to render 


sible the enjoyment of that service by 
the greatest possible number of peo- 
vle.” 

The speaker touched on several prob- 
lems which affect both the companies 
and the regulatory bodies. One of these 
is increased taxation. 

“A lot of people outside the industry 
don’t realize that if the commission in- 
creases rates so as to guarantee a fair 
return for the utilities, it 
rates to 


must also 
increase 
other 


with these increased 


federal and 
additional taxes which will come 


cover 


rates.” he said. 
In effect, he continued, this increases 
the public tax burden. 
By the 
understand 


same token, 
that 


are granted to 


everyone must 


when rate increases 


meet increased wages 
and taxes, companies, workers, and the 
general public are affected, he said. 

“Increased rates are paid by every- 
one, both those who earn their living 
by the sweat of their brow, as well as 
those who do not earn their wages by 
manual labor,” he declared. 

Leon F. Roberts, Chicago, IIl., gen- 
eral representative of the Gary Group 
Operating Companies, said that public 
relations ties in very closely with the 
telephone industry, in his address, “A 
New Concept of Public Relations.” 

Under public relations comes the de- 
Velopment of 


and relations 


subscriber 
with 


cooperation, 
employes, other 
uni in the industry, and regulatory 
commissions. ‘ 

id public relations are especially 
im} rtant, he said, in the conduct of 


rat nerease and financing programs. 

have a sales job to do,” he told 
the nvention, “‘not only in selling our 
se 


but selling ourselves and our 


col nies to the public. We’ve got to 
Se] ople on the value of our service 
an lucate them on what it costs to 
pi » this service. Then we’ve got 
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Left to right: GEORGE QUATMAN, Lima, Ohio; FRANK S. BARNES, Rock Hill, S. C.; ARTHUR R. 
MAYTUM, Fredonia, and C. S. BAILEY, Washington, D. C., USITA executive vice president. 


to join with other industry in really 
selling the American public on the free 
enterprise system.” 

He said the public should understand 
that “industry is the goose that lays 
the golden eggs. 

“We should not 
in our midst to stone 
worry it to death,” 

Mr. 


business 


rash idiots 
it to death, or 
he declared. 

that “if 
with them- 
they would have to admit that 
have permitted American 
system of free enterprise to get into 
an awful state of unpopularity. 

“The very word profit is looked upon 
by many as 
dishonest,” he 
think their 
wealth. 


permit 


Roberts emphasized 


men were honest 
selves,” 


“we our 


and 
“Many employes 
employers are 


something sinister 
said. 


rolling in 


“They do not realize,” he continued, 
“that a company’s income, like a work- 





AT&T Vice President W. C. BOLENIUS address- 
ing the New York convention. 


er’s wage, shrinks fast when the bills 
are paid.” 

Mr. 
themselves are 


said that businessmen 
often responsible for 
this kind of “economic illiteracy.” 


Roberts 


“Frequently,” he added, “newspaper 
editors refer ‘to the telephone industry 
I think 
paper editor in the country should be 
handed a copy of TELEPHONY’s Direc- 
tory, with its listing of thousands of 
Independent telephone companies, man- 
ufacturers, 


as a monopoly. every news- 


and operators, nearly all 
subject to strict regulatory control, and 
many fighting desperately to keep their 
heads above ask them if 


the industry is a monopoly.” 


water—then 


Mr. Roberts suggested that workers 
should be reminded of “the harassing 
problems of industry more often.” If 
they were, he said, they would “respond 
nobly and loyally to an appeal for the 
protection of the American way of do- 
ing business.” 

If this job of public relations is done 
correctly, he concluded, “the American 
system of individual freedom will keep 
very peak for 
turies, and all the powers of evil can- 


on rolling at its cen- 


not prevail against it.” 
John H. 
Conn., 


Ingmanson, New Haven, 
Whitney Blake 
Co., traced the “History and Develop- 
ment of Telephone Drop Wire” 
told of the use of different 
and methods of 


vice president, 
and 
materials 
manufacture of the 
present-day drop wire. 

Stating that the modern type of drop 
with lead and brass plated conductors 
and jacket is 
than types, 
and that present tests indicate that the 
new wire will 
longer, Mr. 

“Present 


neoprene vastly more 


abrasion-resistant older 
serve for 20 years or 
Ingmanson said: 

investigations are directed 
(Please 


turn to page 40) 
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KANSANS DISCUSS HARMFUL 
‘slation at. Moecting. 


By H. B. COUCH 
Secretary-Treasurer 
Kansas Telephone Association 


ANSAS telephone men met in To- 

peka May 17 and 18 as Forty- 

Niners, not in fear of Indians but 
in fear of unfair legislation, to hear 
discussions on problems of mutual in- 
terest. 

Gov. Frank Carlson opened the meet- 
ing and expressed his appreciation of 
communications and of the progress of 
the industry and how it has become a 
means of acquainting the nations of 
the world to the extent that no nation 
can exist alone or in seclusion. 

Douglas Gleason, attorney for the 
Kansas Corporation Commission, sub- 
stituting for Jeff Robertson, commis- 
sion chairman, said: “The most severe 
headache suffered by Independent tele- 
phone companies today results from the 
farmers’ desire to get electric service.” 

Mr. said some rural lines, 
which a few years ago furnished good 
telephone service, have been rendered 
useless by inductive interference from 
electric power lines. Unfortunately for 
the Independent telephone companies, 
the construction of these electric lines 
does not relieve them of the statutory 
obligation to furnish efficient and suf- 
ficient telephone service. 


Gleason 


He declared 
undertake an 


they are obligated to 
expensive construction 
program to re-establish telephone com- 
munications. “Moving of miles of pole 
line and the establishment of metallic 
circuits is a necessity,” Mr. 
pointed out. 


Gleason 


In order to meet required construc- 
tion costs, the rate structures of Inde- 
pendent companies must be designed to 
produce fair returns, he said. “Though 
there has been a marked improvement 
in recent years, many Independent com- 
panies are cursed with poor and inade- 
quate records of their plant valuations 
and of their current earning status.” 
This has made it difficult for the com- 
mission to determine rate application 
merits, he emphasized. In addition, Mr. 
Gleason stated that engineering and 
technical advice must be obtained to 
insure that the plant constructed will 


most efficiently meet requirements. 


22 


“Your obligation as utilities and ours 
as the regulatory commission are prac- 
tically one and the same. With you, we 
want to obtain for the people of Kansas 
the best telephone service possible to 
achieve.” 

T. L. Jones, plant extension engineer, 
Southwestern Bell Telephone Co., told 
the representatives of some 333 Inde- 
pendent companies in Kansas that it is 
now possible to dial numbers in other 
cities on long distance calls. He said 
such practice was now in use in Cali- 
fornia, in the vicinity of New York, 


Chicago, Philadelphia and other com- 
munities and is spreading. 

Clyde McFarlin, Montezuma, Iowa, 
President of the Iowa Independent 


Telephone Association, representing the 
United States Independent Telephone 
Association, outlined the legislative sit- 
uation in Washington as it 
the telephone industry. 


concerns 


Mr. McFarlin said the greatest need 
of the telephone industry, as well as all 
others, is freedom from unfair federal 
legislation. 


“During the 


war, telephone com- 
panies could not buy supplies. Follow- 
ing the war there was an unprecedented 
demand for telephone service, which 





H. B. COUCH 


could not be met. However, the indus- 
try made every effort to furnish service 
and improve its facilities. The most 
trying problem at present is the ex- 
pansion of rural telephone service be- 
cause the prospective customers live in 


such wide and scattered areas,” he 
pointed out. 
“Greatest threats to the telephone 


industry are two proposals now pend- 
ing in Washington,” Mr. McFarlin de- 
clared. “First is the bill which would 
increase the minimum hourly wage rate 
for operators to 75 cents per hour and 
the abolishment of the 500-station ex- 


change exemption. Another is_ the 
Rural Electrification Administration 
amendment which would permit the 
government to go into the telephone 
business. This would result in driving 
many present companies out of  busi- 
ness.” 

The panel discussion conducted by 
R. W. Hedrick, Jefferson City, Mo., 
secretary-treasurer of the Missour 


Telephone Association, covered various 
phases of telephone operation. Members 
of the panel were: A. J. Harty, Kansas 
City, Kan., general manager, Wester 
Light & Telephone George W 
Murphy, manager, Gorham Telephone 
Co., and Carl L. 


‘ 
Co., 


Spaid, Kansas City, 


Mo., president, American Telephone C 


Foster Laming, Tonganoxie, F. M. 


Browne, Kansas City, Kan., W. C. 
Wilkin, Nortonville, and Nels A. An- 
derson, Pratt, were all re-elected as 


members of the board of directo1 


Tom Fegan of Junction City was 
elected president of the association. 
Mr. Browne was elected vice president, 
and H. B. Couch, Topeka, was re 


elected secretary-treasurer. 


Retires After Long Service 
Charles Barklow, who has been mant- 
ager for the Ozark Central Tele; one 
Co. in Pacific, Mo., has retired «fter 
27 years of service with the com) any. 
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Big things have happened at Holtzer-Cabot 
lately ... things of interest and advantage to the 


telephone industry. 


We charted every item we build, and all the 
equipment we build it with. Then we closed the 
loors tight for a few weeks, ripped up every 
piece of manufacturing machinery, and either 
‘elocated it, replaced it, or threw it out. 

While we were at it, we moved our telephone 
‘quipment manufacturing operation from Chi- 
ago to Boston, to have it close at hand with the 





famed Holtzer-Cabot creative engineering talent. 


Now it’s all done, and working slick. We wish 
you could see this fresh new set-up at Boston. 
Inside the sturdy walls pictured above is one of 
the world’s most modern facilities for the creation 


and manufacturing of electrical machinery. 


For quality in telephone ringing equipment, you 
can depend on Holtzer-Cabot, modern to the 
minute, founded on a three-quarter century old 
reputation, dedicated to a still more prominent 
future... for both you and us. 





HOLTZER-CABOT, INC. 
AFFILIATED WITH REDMOND COMPANY, INC. 


BOSTON 19, MASSACHUSETTS 


OFFICES: NEW YORK, PHILADELPHIA, CHICAGO 
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ALONG THE TOLL 


sy RALPH R. MABBS 











it's good sense, too. 


S much a part of the traditional 

telephone language as “‘O.K.” is 

to American English are _ the 
codes and abbreviations authorized for 
use at the toll boards. Sometimes 
called “Telephonese,” this short cut to 
swifter service needs no stop watch to 
prove its worth. 

An operator, for example, wishing to 
record on a ticket that a called party is 
not registered at the address given by 
the calling party and cannot be found 
there, need only enter the letters ‘““NRG 
cr.” 

To the uninitiated, ‘“Telephonese” is 
exotic and bewildering double-talk. 
Passing by the plant department, he 
might hear someone explain that the 
bug hunter decided not to use a howler, 
just a fault finder. Or, in the business 
office, he might that Mable 
left her tub with the manager to work 
on a If that didn’t 
leave him bug-eyed, he could try the 
traffic department where, at the toll 
board, NRG doesn’t mean vitality and 


overhear 


bogus address. 


Station has no more to do with rail- 
roads than a DA is connected with 
crime. 


(In case you’re wondering, a “bug 
hunter” is a repairman or _ trouble 
shooter; a “howler” is a device used to 
call subscribers’ attention to receivers 
off the hook; and a “fault finder” is an 
electrical apparatus which seeks out 
trouble in cable or wire. A “tub” is a 
desk used by service representatives to 


file subscribers’ record cards, and a 
“bogus address” is an incorrect ad- 
dress. ) 

Codes: Because the customer is not 


familiar with “Telephonese,” operating 
codes are not used when talking to him. 
It just isn’t polite. 

In passing reports to other operators 
and when recording information on toll 
tickets, however, are proven 
savers of recording and circuit time. 
Since not all kinds of information to be 
passed to other operators are properly 
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codes 


NO. 6—TOLL BOARD "TELEPHONESE." 
Puzzling to the uninitiated, the efficient 
language of the toll board makes good 
sense to the wise operator. Service-wise 


covered by codes, a good general rule, 
then, is to give the full report 
there’s any doubt as to the correct 
codes. Only authorized codes should be 
used. (Toll Operating Practice; Div. F; 
Sec. 2; Page 13.) 


when 


Abbreviations: Ticket recording time 
abbreviating words 
Although the toll 

short-cut abbreviations, 


is also 
and expressions. 
practice 


saved by 


lists 










an operator may use her own for words 
not on the list—as long as they’re un- 
derstandable to 
tickets. 

To the non-telephonite, the following 
story will 


others who read the 


like an order 


general’s brief case. 


read from a 
The toll operato: 
will decipher it easily. In case she does 
get stuck on 


one of the codes or ab- 


(Please turn to page #0) 
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"The Voice with 
a Smile” 


“Hail ye small, sweet courtesies of life, 
for smooth do ye make the road of it.” 


Often we hear comments on the 
courtesy of telephone people and we 
are mighty glad to have them. 


For our part, we would like to 
sav a word about the courtesy of 
those who use the telephone. 











Your co-operation is always a 
big help in maintaining good tele- 
5 
phone service and we want you to 
know how much we appreciate it. 


BELL TELEPHONE SYSTEM 





breviations, however, she may peek at 
the partial list in the box on page 24. 
Just turn upside down. 


The Romance Was TD 
& Maybe RX 

After the way Joan turned Geo’s RD 
last Nt, CTO his proposal & CA their 
Maj dinner date, one would think he 
was Pers Fin. But not Geo. Although 
he UD, he said to himself, “I’ll AG & 
WT to her. I’m not just AY, 
know.” 

The first call was BY & later DA. 
So, he MG LW. He waited for his 
Ans, but BNR. So, he decided to LF, 
AG & go LK Pers at her Res. Sure, 
things were TD & maybe RX, but he 
was WH. 

OF where Joan was Clk Ver the Inf 
that she was not at home, but not 
a LD away. “You CF her at her Apt,” 
he said. “She’s with some Loc Res at 
a Pvt Pty at a Pl E. of the Bk.” 

That Temp Cov that. His Ct-ship 
was still TD. Although no T, he was 
not U the Pty and didn’t want to be 
OD and crash the place. So, he just TT 
his Skel to a Pk bench. 


you 


Just a few Mins Psd when that Spec 
voice said, “Geo, may we TLK?” & 
there she was. 

“T tried to Tel, but it DA,” she whis- 
pered. 

“I thought you were at a Pty & UX,” 
he said. 

“I CA my date,” she replied. ‘I’ve 
been thinking about last Nt &, well, 
AG, Geo, if you wish.” 

“OK!!” he exclaimed. 

This time she didn’t turn the RD & 
there was, without a D, a DBL. 


Vv 
E. J. Flowerday Named Manager 


E. J. Flowerday, wire chief since 
April, 1948, at the Hastings exchange 
of the Lincoln (Neb.) Telephone & 
Telegraph Co., has been named as man- 
ager to succeed John Spady, newly ap- 
pointed district manager. He will also 
have charge of plant and commercial 
operations in the Hastings area. He 
began his telephone career as ground- 
man and lineman in 1928. 


Vv 
To Unveil Statue of Bell 


Mrs. Gilbert Grosvenor of Washing- 
ton, D. C., daughter of Alexander 
Graham Bell, will unveil a statue of 
her father in Brantford, Ontario, Can- 
ada, on June 18. The statue was placed 
recently in the entrance to the new 
Bell telephone building. Members of 
the Charles Fleetford chapter of the 
Telephone Pioneers of America are 
raising $10,000 by voluntary subscrip- 
tion to pay for the statue. 
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Courts and Commissions 





Permitted to Raise Rates at 
Troy, North Carolina Exchange 

Permission to increase rates at its 
Troy, N. C. exchange was granted to 
the Central Telephone Co., Charlottes- 
ville, Va., on June 7 by the North 
Carolina Utilities Commission. 

In requesting the raise the company 
pointed out that it recently had built 
a new exchange at Troy and had in- 
stalled the dial system, but that its 
rates there had not been adjusted in 
20 years. There was no. opposition to 
the petition. 

Under the new schedule, rates will 
be: Residence one-party, from $2.00 to 
$3.00; two-party, $1.75 to $2.50, four- 
party, $1.50 to $2.25. Business one- 
party from $2.50 to $4.75; two-party, 
$2.25 to $4.00; four-party, $1.50 to 
$3.50. 

Base rural rates are raised from 
$1.50 to $2.25 for residential service 
and from $2.00 to $3.00 for business; 
extension residential from 50 cents to 
$1.00; business, from 75 cents to $1.50. 


Vv 


Bell Wins Nine Court Cases 
On Rates In 12 Months 

Bell System operating subsidiaries 
of the American Telephone & Tele- 
graph Co. in the last 12 months have 
won nine court cases in which the com- 


panies have appealed from rate in- 
crease rulings of state commissions. 
They have won either permanent or 


temporary increases totaling about 24 
million dollars a year. 

AT&T that the court 
successes represent only a small part 


officials state 


of the increases granted since the war. 
AT&T spokesmen say commissions, on 
the whole, have been sympathetic and 
realistic in granting increases to com- 
pensate the Bell companies for their 
higher costs of doing business. 

These increases total 272 million dol- 
lars a year affect 45 of the 47 
states in which Bell companies operate 


and 





Correction 
In the article on “USITA 
Committee Analyzes New FCC 


Allocation Order,” on page 13 of 
the June 4 issue of TELEPHONY, 


the frequencies 35.34 for fixed 
radio stations and 43.34 for mo- 
bile radio stations were inad- 
vertently omitted in the table 


on page 14. 











—all but Pennsylvania and Nevaia, 
where applications are pending. Hell 
companies still have 184 millions a 
year in applications on file awaiting 
action, and AT&T officials say others 
still are to come. 

Appeals to the courts are taken only 
as a last resort, they say. Bell com- 
panies generally have gone to court 
only when commissions either denied 
any increase or slashed the amounts to 
fractions of what was asked. 

Late last month a Massachusetts Su- 
preme Court justice granted the New 
England T&T a stay allowing a full 
increase of 10 
under bond. 


million dollars a year 
The state department of 
public utilities had cut the amount by 
$7,000,000. 
final 


court. 


The case still is subject to 
action by a full panel of the 

The Vermont Supreme Court early 
last month allowed the New England 
company to continue collection under 
bond of an increase of about $1,400,- 
000 a year and remanded the case to 
the state commission for 
sideration. 


further con- 


In mid-April, the Oklahoma Supreme 
Court granted Southwestern Bell the 
entire three million dollar increase it 
had asked after the commission had 
denied temporary relief. The Tennes- 
see Supreme Court granted Apr. 30 the 
full four million asked by Southern 
Bell by upholding a lower court de- 
cision to that effect. The state 
had turned down the 

Other favorable court decisions and 
amounts involved include Alabama Cir- 
cuit Court. $2,350,000; 
perior Court, 
Franklin Circuit 


com- 


mission request. 


Georgia Suw- 
$3,715,000; Kentucky, 
Court, $2,055,000; 
Mississippi, Hinds County Chancery 
Court, $1,500,000, and Third 
Judicial Court, $602,000. 


Idaho, 


The Georgia, Mississippi, and Ten- 


nessee actions are final. The others 
involve some further court review. 
The Ohio commission in April 


granted Ohio Bell the full $8,500,000 
increase asked there. In other April 
cases, the city of Wilmington, Del., al- 
lowed the Diamond State Telephone 
Co. $837,000 of a $947,000 request, and 
the North Carolina commission allowed 
Southern Bell $2,400,000 on a $3,/00, 
000 application. 

Recently, the New York Telep/ione 
Co. was granted an interim increa » of 
26 million dollars by the commis=ion. 
It has asked for $30,800,000. 


AT&T officials say actions suc’: 4s 


TELEPHONY 











ly 
n- 
It 


to 


nd 
er 
\),- 

to 
mn- 


me 


ril 
QOU 
pril 

















This durable duct is for use under- 


| ground, or on exposed locations 
be without a protective casing... 
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Under sustained earth loads and 
traffic pressure, it maintains its 
strength and true form... 
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Transite Conduit effectively resists 
weather, smoke and fumes... is 
virtually unaffected by corrosive 
soils... 
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CONDUIT SX 


Thinner walled, lower priced than 
Transite Conduit, Transite Korduct 
is for use where an encasement is 
specified ... 


= . 














Its long lengths (10 feet) mean few- 
er joints, reducing the number of 
spacers required... 


1. INCOMBUSTIBLE— made of as- 
bestos and cement, they cannot burn 
... will not contribute to the forma- 
tion of dangerous smoke, fumes 
or gases. 


2. IMMUNE TO ELECTROLYSIS — 
Transite Ducts are nonmetallic and 
inorganic ... unaffected by elec- 


JOHNS-MANVILLE 


‘TRANSITE KORDUCT wat 


‘ ar 
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Its cost is low and, in service, it is 
much more economical than other 
materials of comparable strength 
and durability. 






Because Korduct is incombustible, 
less concrete is required between 
ducts to provide the necessary de- 
gree of fire protection. 


PLAY EINR 
Its high rate of heat dissipation 
lowers cable operating tempera- 
tures... increases system Capacity... 





















... In addition, both Transite Conduit and Transite 
Korduct have these characteristics: 


trolysis. 

3. SMOOTH BORE— Making cable 
pulls easier, both at initial installa- 
tion and after years of service. 

4. EASILY INSTALLED—Lining up 
is fast and accurate because Transite 
Ducts combine lightweight, long 
lengths, simple assembly. 


For details and specifications, write for Data Book 
DS-410, Johns-Manville, Box 290, New York 16, N. Y. 
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TRANSITE Korbuct—| 


for installation in 


without a concrete 
encasement 
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these are far more typical of the situa- 
tion which has brought the total of 
postwar increases for Bell System com- 
panies to 272 million a year compared 
with 140 million granted up to last 
August. 

Leroy A. Wilson, AT&T president, 
said the increases granted, plus the 
pending applications, represent less 
than 20 per cent of total Bell System 
revenues. 


Vv 


Wynot, Neb., Company Gets First 
Rate Increase In 22 Years 

The Nebraska State Railway Com- 
mission has authorized increases in 
rates for the Wynot and Fordyce ex- 
changes of the Wynot (Neb.) Tele- 
phone Co. Wynot subscribers joined 
in the petition for revision of sched- 
ules. 


The company serves 256 telephones, 
including 82 service stations and 127 
rural stations, 113 of which are sub- 
scriber-owned. Subscriber-owned tele- 
phone rates increased from $1.25 to 
$1.75, the 14 company-owned sets from 
$1.50 to $2.00 for wall telephones and 
from $1.75 to $2.25 for desk tele- 
phones. 

The company has had no rate in- 
crease since 1927. Revenues for 1948 
were $4,779, operating expenses $4,068 
and taxes $60, leaving a net profit of 
$651. The new rates will increase 
revenues to $6,069. 

The Fordyce exchange has_ been 
serving 38 town and 68 rural sub- 
scribers, the latter owning their instru- 
ments, but is taking over the 62 sta- 
tions of the Menominee Telephone Co., 
which it has been switching, giving 
Fordyce a total of 166 patrons. 

Monthly business rates are increased 
from $1.75 to $3.00; residence, wall 
service, $1.15 to $2.00; desk service, 
$1.40 to $2.25; subscriber-owned rural 
telephones, $1.15 to $1.75; company- 
owned telephones, $2.00. The applica- 
tion for the increase was accompanied 
by a consent petition from subscribers. 

Revenues for 1948 were $2,482, yield- 
ing a profit of $67. Under the new 
schedule revenues will be increased to 
$4,486, a return of 6.14 per cent on a 
valuation of $10,611. 


Vv 


Passes Bill Creating Delaware 
Public Service Commission 

A bill creating a three-member state 
public service commission to regulate 
telephone companies and other public 
utilities on a_ state-wide basis was 
given final passage by the Delaware 
Legislature June 5 and sent to Gov. 
Elbert N. Carvel for signature. 


The new state-wide regulatory legis- 
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lation will become effective Sept. 1, at 
which time the existence of the Wil- 
mington Board of Public Utility Com- 
missioners will be ended. At present 
Delaware has no state utility regula- 
tory agency. 

Appointment by the governor of 
three commission members, not more 
than two of whom shall be of the 
same political party, is provided for 
by the measure. The governor will also 
name the chairman from one of the 
three members. Each of the commis- 
sioners will receive $4,500 annually. 

Under the bill, the commission will 
supervise and regulate all public 
utilities, which are defined to include 
every privately-operated organization 
that “now operates or hereafter may 
operate, within the state of Delaware, 
any steam railroad, street railway, 
traction railway, motor bus, electric 
trackless trolley coach, taxicab, truck, 
express, steam manufactured gas, nat- 
ural gas, electric light, heat, power, 
water, telephone or telegraph service, 
system, plant or equipment, for public 
use.” 

In addition to enumerating the 
powers of the commission, the _ bill 
provides rights of appeal to the su- 
perior court from its decisions and 
penalties for failure to obey its orders. 
Appropriations of $20,000 for each of 
the next two years have been an- 
nounced for the commission. It is 
also authorized to employ a secretary 
and such other employes as are neces- 
sary. 

An amendment adopted prior to 
final enactment of the bill stipulates 
that the commission “shall have no 
supervision or regulation over any 
public utility or over property, prop- 
erty rights, equipment, facilities or 
franchises of any public utility that 
is municipally owned.” 

Turned down in the state house 
was a proposed amendment’ which 
would have allowed the three commis- 
sioners to be appointed by the resi- 
dent judges of the three counties in- 
stead of by the governor. It also 
would have provided that the commis- 
sioners elect their own chairman in- 
stead of being appointed by the state 
executive. Another provision of the 
defeated amendment would have ap- 
propriated $50,000 instead of $20,000 
annually for the commission. 


Vv 


Lincoln T&T Applies For 
General Rate Increase 

The Lincoln Telephone & Telegraph 
Co. has requested authority from the 
Nebraska State Railway Commission 
to increase rates by 10 per cent for all 
of its 122 exchanges in that state. 
Spokesmen for the company said that 








for dead-ending spans 
300 to 400 feet 


hemingray’s 
No. 110 insulator 








This new insulator was design 
to conform with specifications 
the Association of American ki 
roads, for clevis-type dead-en 
on spans of 300 to 400 feet. 
the sketch above, ‘‘A’’ and " 
are Hemingray’s No. 43 and 
and “‘C”’ is the new 110. 


The triple upper-skirt rings p 
duce very low leakage. And |e 
age to lower clevis arm is! 
duced to a minimum by the 
ceptionally deep petticoat. 














Packed: 40 to a carton, weigh 
49 lbs. A product of Ameri 
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For more than a decade, leading inde- 
pendent telephone companies have 
found that Raytheon Rectifilters are the 
most economical and efficient way to 
supply steady DC power to PBX boards 


directly from an AC source. 


With no moving parts, the Raytheon 
Rectifilter requires neither adjustment 
nor maintenance. It will outlast many 
sets of batteries, release wires carrying 
charging current from central office to 
subscribers’ PBX boards for revenue 
producing service, and minimize power 


cost because of high efficiency in con- 


testerm 


reduces the annoyance of high resistance 
connections, facilitates testing, and reduces 
maintenance costs. 


A great improvement in the method of connecting 
subscriber drops to open wire. “Testerm’’ is 
mounted on the cross-arm and provides a dry spot 
connection, thus insuring improved transmission. 


Tie wires are attached to the open line wires with 
a split sleeve and are terminated on two 12-24 
studs that are set in a glazed, low moisture ab- 
sorption, porcelain block. 


Drop wires are attached to the same studs. This 
permits testing without opening a taped connector. 


The one-piece drawn metal hood is Monel. The 
terminal is weather-proof and all metal parts are 
rus!-proofed. . 


raytheon rectifilters'! 


verting from AC to DC. 


—and forget it! 


Dry disc rectifying units and other com- 
ponents are designed for long-life, 
trouble-free service. The Raytheon Rec- 
tifilter will end your telephone power 


problems. Just plug it in, close the door 


RFR 1044-G RECTIFILTER WITH DOOR OPEN 
*Reg. U.S. Pat. Off. 
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buckingham’s rapid 
thread cleaner 


No need to remove a damaged stud 
. . . no time-consuming backsaw- 
ing, drilling or re-tapping. Slip 
this ingenious tool over the muti- 
lated stud, bolt or shaft, tighten 
the cutting jaws, give a twist or 
two—and presto! flats smooth out, 
threads emerge slick and clean. 
For right or left-hand threads with 
root diameter from 4%” to 4”. Sep- 
arate cutting dies not needed— 
the adjustable cutting jaws are set 
on the bolt and locked there by a 
nut on the knurled handle. Three 
sizes: 

No. 6103—%4” to 1” root diameter 
No. 6104—1” to 2%¢” root diameter 
No. 6106—2” to 4” root diameter 


Stromberg-Carlson distributes all the fine 
equipment of Buckingham Manufacturing Co. 




































if the new rates are granted, revenues 
will be increased by $50,000 a month 
on the present volume of business. 
The last raise was granted in 1947. 
Since then, the company, in order to 
meet demands and to improve service 
has been engaged in increasing its in- 
vestment in plant and equipment by 22 
per cent, more than for the preceding 
20-year period. A statement filed by 
Lincoln T&T, along with the applica- 
tion, sets out that the money for ex- 
pansion must come from investors, and 
that they will not purchase its securi- 
ties unless earnings are sufficient to 
assure a return of such amount as will 


be reasonable and which will safeguard 
their investment. 

In addition to the money 
quired, costs of materials and supplies 
continue at high levels and wages have 
increased also, the company pointed 
out. At the present time the yearly 
payroll exceeds $3,617,000, three times 
as much as in 1940, and 10.3 per cent 
more than in November, 1947, when 
the present rates became effective. 

Under the proposed schedule, resi- 
dence rates in general, will be increased 
25 and 50 cents a month; business 
from $1.00 to $1.50; rural 25 cents to 
$1.50. Higher long distance charges 


new re- 













Neale Model 


B One Man 
Cable Spinner operates 
from ground or strand. 


For 
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TOPEKA, KANSAS 


Cable Spinning 
Speeds Construction 


Cable spinning cuts maintenance costs 
two-thirds — that's why cost-conscious 
management everywhere is adopting 
cable spinning as standard procedure on 
new construction and 










Cut maintenance time, 
speed new lines— 
equip your crews with 
Neale Model D Cable 
Spinner. 





¥ 


line maintenance. 


You'll find cable spinning fast, economi- 
cal when your crews are equipped with 
Cable Spinning Equipment Company 
tools especially designed for the job. 


BEST RESULTS Use NEALE Wire! 


Available in 7 different types and sizes, 
Neale Spinning Wire meets the toughest 
construction or corrosion problems. 
Famous Neale Aluminum wire threads 
easily, weighs two-thirds less than steel, 
resists corrosion better. 

WRITE OR PHONE your jobber for detailed 


iaformation about Neale 
Equipment — how it can save you money. 


Cable Spinning 


/ 
NE | / 
Phone 3-1829 


will run about five cents more for jni- 
tial period calls, increasing with ‘he 
mileage. 

In support of the application figures 
were cited to show that the rate of 
return on the present investment, in- 
cluding working capital, computed on 
the basis of present wage costs, is 3.6 
per cent, insufficient to provide a rea- 
sonable return on its fair value. 


Vv 


Oakman, Ala., Company Sold; 
Commission Sets New Rates 

Sale of all rights and property of 
the Oakman (Ala.) Telephone Co. to 
L. A. Gilmer and J. K. Davis by Maude 
Lee Burchfield, owner, was authorized 
by the Alabama Public Service Com- 
mission May 23. 

Monthly rates were set as follows: 
(a) Base rate area (within mile 
of exchange office) : 

One-party, business.............$4.00 
Two-party, business............. 3.00 
One-party, residence............. 2.50 
Two-party, residence........... 
Four-party, residence........... 1.75 
(b) Outside base rate area 

UPTO DBUSINEHE. 2... 66.0 ca secs 2.25 
co a 75 
Service stations........ 1.00 

minimum $3.00 per line. 
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Rate Raises Authorized for 
Seven Illinois Independents 


one 


Seven Independents were recently 
granted higher schedules of rates by 
the Illinois Commerce Commissio! 


Companies receiving the _ increases 


were: 


Batchtown Telephone Co., Brussels: 


Batchtown 3russels Exchanges 
Net Annual Rates 


Present Authorized 


and 


One-party, business $24.00 $48.00 
Party line, business. 21.00 42.00 
One-party, residence. 18.00 39.00 
Party line, residence 18.00 30.00 
tural = multi-party 

PeRIGCNCE «2.0.65. 18.00 30.00 


Herrick (Ill.) Limited Telephone Co.: 
Net Annual Rates 
Present Authoriz 


One-party, business.$16.00 $33.00 
Party line, business. 16.00 nee tare 
One-party, residence. 16.00 24.00 
Party line, residence. 13.00 19.80 
Rural multi-party, 

wl ee 13.00 19.80 
Rural multi-party, 

residence ........ 13.00 19.80 


Home Telephone Co., Arenzville: 


Net Annual Rates 
Present Authorize 
One-party, business.$27.00 $36.00 


OU 
00 
00 


Two-party, business. 
One-party, residence. 
Four-party, residence 
Rural multi-party, 


21.00 


bo 09 02 


business ......... 21.00 30.00 
Rural multi-party, 
residence ........ 21.00 24.00 
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Ipava (Ill.) Central Telephone Co.: 


Net Annual Rates 
Present Authorized 


— errr ree $27.00 $33.00 
One-party, business, 
eee eee 13.00 27.00 
One-party, residence, 
i eRe ry 18.00 24.00 
One-party, residence, 
CC TC ere eS 12.00 21.00 
Two-party, residence, 
ie Pera 18.00 21.00 
Two-party, residence, 
SEE OE oe 12.00 18.00 
Rural multi-party... 18.00 24.00 
Rural switching 4.00 12.00 


LaHarpe (Ill.) Telephone Co.: 
Net Annual Rates 
Present Authorized 
One-party, business. .$24.00 $36.00 
Rural multi-party, 


WORTIEEE onc és his 30.00 
Extensions, business. 6.00 12.00 
One-party. residence 18.00 30.00 
Two-party, residence .... 27.00 
Four-party, residence 15.00 24.00 
Rural multi-party, 

residence ........ 15.00 24.00 
Extension, residence. 6.00 9.00 
Switching service, 

residence ......:. 2.50 12.00 


McNabb (Ill.) Mutual Telephone Co.: 
Net Annual Rates 
Present Authorized 

$39.00 


One-party, business.. $15.00 


One-party, residence. 15.00 33.00 
Four-party, residence 15.00 27.00 
Rural multi-party... 15.00 27.00 


Rixman Telephone Co., Hoyleton: 
Hoyleton, Irvington, New Minden 
Exchanges 
Net Annual Rates 
Present Authorized 


One-party, business..$30.00 $45.00 
Two-party, business. ..... 36.00 
Four-party, business 18.00 ee 
3usiness extension... 6.00 15.00 
One-party, residence. 24.00 30.00 
Four-party, residence 12.00 21.00 
Residence extension. 6.00 9.00 
Rural multi-party, 

i 21.00 30.00 
Rural multi-party, 

residence ........ 15.00 21.00 


Vv 


Nebraska Company Granted 
Increased Rate Schedule 
The Hamilton County Farmers Tele- 


phone Association, Aurora, has been 
authorized by the Nebraska State 


Railway Commission to put into effect 


on y 1 an increased rate schedule 
for its exchanges at Aurora, Doniphan, 
Giltner, Hampton, Hordville, Mar- 
quet Phillips, Stockham and Trum- 


bull (TELEPHONY, Jan. 22, p. 25). 
I company has 2,456 telephones 


in use. with common battery and mag- 
net ‘rvice in the Aurora exchange 
and agneto service in all others. Serv- 
ice urnished with both metallic and 
8Tor ed lines, but the company is 
elin ting all of the latter. Common 
€xchonge service is also supplied. 

Under the new schedule revenues are 
JUN} 


18, 1949 


estimated at $94,930, operating ex- 
penses at $81,376, with a net profit of 
$8,341, or a return of 6.27 per cent on 
a property value of $138,816. 

Some of the stations are association- 
owned and others are subscriber-owned, 
necessitating separate rates for each 
type, as well as for handset, desk and 
wall sets. 

At Aurora, association-owned busi- 
ness stations are increased from $5.00 
to $6.25 for handset; desk and wall 


from $4.75 to $6.00; residence, one- 
party handset, from $2.75 to $3.00; 
desk and wall from $2.50 to $2.75; 
residence, two-party handset, from 
$2.50 to $2.75; desk and wall from 


$2.25 to $2.50. 
50 cents less for handset, business 
and residence, and 25 cents for all 
other types. Rural rates are raised 50 
cents to $2.50 for metallic and to $2.25 
for grounded service. 


Stockholder rates are 


tates for the remaining eight ex- 
changes are the same, with a 25 cent 
monthly increase for all stations. For 


association-owned stations the rates 
are: Business, handset, $4.25; desk 
and wall, $4.00; residence, handset, 


$2.50; desk and wall, $2.25. Subscriber 
owned stations, regardless of type, are: 
Business, $3.75; 
tallic, $2.25; 
$2.00. 


residence, $2.00; me- 


grounded rural service, 





Above the Ground... 
or Underground... 







Whatever your problem . . . wher- 
ever it may be... we can help you 
plan, erect, repair or maintain your 
outside telephone plant. 


Years of on-the-job experience working with independent tele- 
phone companies from coast-to-coast, the finest and most 
modern equipment, PLUS the know-how of trained and experi- 
enced crews assure you efficient, economical, long-lasting 


service. 


Our engineers have the background and practical experience 
to help you plan and engineer your job and to assist you in 


obtaining critical materials. 


All work is done to A T & T specifications or equivalent 


unless otherwise requested. 


So, why not put this experience and skill to work for you— 
call us today! Let us give you time and cost estimates on 
construction, maintenance or repair jobs. No obligation! Do 


it today! 


ENGINEERING * CONSTRUCTION * MAINTENANCE 


TOPEKA, KANSAS 


PHONE 4-2621 
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TOUGH 
DURABLE 


WATER 
PyY-Y-)4 


RUGGED 


MILDEW 
PROOF 


)? 
Beautiful 





NYLON 


SWITCHBOARD 


CORDS 


Our announcement concerning 
RUNZEL “VN” SERIES NYLON 
CORDS has startled the Telephone 
industry. Everywhere, in every de- 
partment of the service RUNZEL 
“VN” SERIES NYLON CORDS are 
the talk of the industry. 

You'll like the features these cords 
contribute to your service. They're 
tough . . . durable . . . will with- 
stand rugged handling . they’re 
immune to moisture and mildew . . . 
and what’s more RUNZEL 


“VN” SERIES NYLON CORDS 
have a distinctive appearance of 
quality. 


You are invited to write for samples. 











| town, Mill 


| June 8 by Paul R. 
| the Oklahoma Corporation Commission. 


company, 
| value of $93,000 on the four exchanges 
| and testified that the company realized 
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| Oklahoma Independent's Rate 


Request Under Advisement 
Application of the Oklahoma Auto- 
matic Telephone Co., Inc., Kiowa, for 
increased rates at its Kiowa, String- 
Creek and Clarita ex- 
changes, was taken under advisement 
Reed, referee of 


Kiowa and Stringtown are dial ex- 
changes. Testimony showed that the 


‘exchanges are in 95 per cent good con- 


dition and that service is satisfactory. 
Clarita and Mill Creek are magneto 


| exchanges and petitions, presented by 
| subscribers from both towns, alleged 


that the service was not very good in 
either community. 

J. R. Butler, general manager of the 
placed an estimated fair 


a total net earning last year of $2,150 
on the present fair value, before taxes 


| and interest. 


Witnesses from Mill Creek and Cla- 
rita testified that they oppose the re- 


| quested rate increase in those towns 
| unless the 
| protests against the 


service is improved. No 


proposed raises 
were filed by subscribers either at 


Kiowa or Stringtown. 


Vv 


| Directs No Further Action Be 


Taken in Pioneer News Case 
The Missouri Supreme Court on 
June 3 directed Circuit Judge James 
F. Nangle of St. Louis to take no fur- 
ther action in the case in which he 
ordered full telephone service restored 
to the Pioneer News Service, pending 
disposition by the supreme court of an 
application by Attorney General J. E. 
Taylor for a _ writ of prohibition 
(TELEPHONY, May 28, p. 36). 

The attorney general, in the petition 
for a writ filed with the supreme court, 
contended Judge Nangle was without 
jurisdiction to issue or enforce his or- 
ders requiring Southwestern Bell Tele- 
phone Co. to re-install 19 telephone 
lines in the Pioneer offices. Judge 
Nangle announced to the press that his 
order is still in force and that he “did 
not propose to make any further or- 
ders.” 

Telephone service for Pioneer, St. 
Louis outlet for the Chicago Capone 
syndicate’s racing news service for 
handbooks, was disconnected in Febru- 


| ary, 1947, after former Gov. Phil M. 
| Donnelly and Attorney General Taylor 


notified the telephone company the 
lines were being used as an instrumen- 
tality to violate the law. 

Judge Nangle ordered restoration of 
the full service last Apr. 12, in a suit 


| by Pioneer against Southwestern Bell 


to compel reinstallation of the tele- 
phone lines and for $100,000 damages 
for loss of the service since the 1947 
disconnection. 

The “stop” order issued to the cir- 
cuit court bars any further action by 
Judge Nangle in the matter until the 
supreme court determines whether it 
will assume jurisdiction of Attorney 
General Taylor’s application, and, if it 
does take jurisdiction, pending a fina] 
decision. 


The attorney general contended in 
his application that sole jurisdiction of 
the matter of telephone service involved 
was in the Missouri Public Service 
Commission, under the law. He said 
orders issued by Judge Nangle order- 
ing restoration of service to Pioneer, 
and enjoining Southwestern Bell from 
withholding service, “were issued with- 
out jurisdiction and in violation of the 
law.” 

Attorney General Taylor asked the 
supreme court, when it issues its final 
ruling, to abate all orders issued in 
the case by Judge Nangle and to pro- 
hibit him from ever attempting to as- 
sume any jurisdiction in the matter. 


Vv 


PT&T Files for Temporary 
Rate Raise in Washington 

A request for a temporary increase 
in rates, pending decision on a perma- 
nent raise, has been filed by 
Telephone & Telegraph Co. 
Washington Public 
The commission will rule on the 
request June 20 (TELEPHONY, Dec. 4, 
1948, p. 50). 


Pacific 
with the 
Service Commis- 


sion. 


The company seeks a raise of about 
eight per cent which would 
residential rates 25 to 50 
month, and in 


increase 
cents a 
some cases 75 cents. 
Requested business raises range from 
$1.25 to $2.00 a month. 

Meantime, the cities of Seattle, Spo- 
kane and Tacoma have renewed their 
requests that the commission require 
the company to furnish them with a 
report of its earnings in each city. The 
company opposes the move. 


Vv 


Pacific T&T Granted $3,563,892 
Annual Rate Raise in Oregon 
Higher rates totaling $3,563,892 an- 
nually were granted to the Pacific Tele- 
phone & Telegraph Co. in an order 
issued recently by George H. Flagg, 
Oregon Public Utilities Commissioner. 
The new rates became effective June 1. 
The company had requested increases 
yielding $5,496,000 annually (TELE 
PHONY, Nov. 6, 1948, p. 28). 
Commenting on the order Commis- 
sioner Flagg stated that “the increases 
granted are as low as will meet the re 
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THEY'RE ALL HAPPY 
BECAUSE A VERY SHREWD 
P.A. SPECIFIED 







ENDURPRENE 


—The logical choice of drop wire for 
companies that are interested in building long- 
enduring outside plant. 


FOR STRENGTH—A Bronze Conductor* 
FOR ADHESION—Special Electroplating 


FOR INSULATION—Natural Rubber 


AND For a long life in heat and cold, rain and shine, 
smoke and fumes, a rugged jacket of 


*Also available in copper and copperweld. 
Samples and Data on Request 





DISTRIBUTED BY: 


KELLOGG SWITCHBOARD & SUPPLY CO. 


CHICAGO, ILLINOIS 


GENERAL INSULATED WIRE WORKS. INC. 


PROVIDENCE 5, RHODE ISLAND 
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quirements of the Oregon law and } 0. 
vide a reasonable return to the ec m- 
pany.” 

In addition to the authorization of 
increased rates, Commissioner F]..gg 
maintained his position canceling al] 
payments by the Pacific company to 
the American Telephone & Telegr:ph 
Co. on a license contract for services, 

Breaking down the total inereas 
granted, the commissioner pointed out 
that the exchange rates are estimated 
to produce $1,397,000 annually to the 
company. Other raises granted were 
service connections, installations, and 
move changes, $316,000; extension sta- 
tions, $94,000; message telegraph, $4.- 
000; regrouping because of growth, 
$117,000; long distance tolls, $1,270. 
000 and miscellaneous, $365,355. 


VV 


Hears Show Cause Citation 
Against Coryell Telephone Co. 

A citation against E. D. Simpkins 
and W. M. Walker, owners of the 
Coryell Telephone Co., Jay, requiring 
them to show cause why telephone 
service should not be improved at thi 
Disney and Grove exchanges was taker 
under advisement by the Oklahoma 
Corporation Commission on June 10. 

Mr. Simpkins maintained at the 
hearing that telephone service at Dis 
ney was put out of commission 
subscriber, but when asked for proof 
on this statement he could not 
details. Disney is a small tow 
Grand Lake, a popular Oklahoma fis! 
ing, hunting and boating resort a! 
site of the Grand River Dam. There i: 
but one telephone at this time co! 
nected to the Coryell Telephone C 
exchange at Grove, with no local ey 
change service in Disney. 

The area around the west side 


the lake and dam, however, has tel 
phone service from an automatic ex 
change of the Southwestern Bell Tel 
phone Co. at Ketchum, Okla. 


Vv 


Quincy, Fla., Telephone Co. 
Denied Rate Increase 

The Florida Railroad & Public Utili 
ties Commission on June 8 refused t 
permit the Quincy (Fla.) Telephon 
Co. to raise its rates. 

The commission said the company’ 
over-all return is “fair, reasonable an 
just.” The company had based its 4] 
plication for an increase on the fact 
that its local operations were not break: 
ing even, although its toll service wa 
profitable. 

The commission said there was 
justification” for considering the loca 
and toll services separately. Req este? 
increases would have raised the coll 
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Demand for this 84-Page Booklet | 


—Reprint of the ABC of the Telephone— 
Keeps Growing. Up to Now— 


OVER 2500 COPIES 
HAVE BEEN SOLD! 


Covers the first 
2I installments 
of Frank E. 
Lee's informa- 
tive articles in 
TELEPHONY. 
All types of 
telephone 
companies 
have bought it 
— large and 
small Inde- 
pendents; mu- 
tuals; farmer 
associations; 
Bell System 
subsidiaries: 
and state telephone associations. 





ALE f the iphone 


FAAWE E LEE 











It has been bought by manufacturers’ and public 
libraries; trade schools; the armed forces; rail- 
roads, and others. 


Subjects covered are circuits, transmitters, re- 
ceivers, coils, generators, ringers, relays, line pro- 
tection, dials, automatic switching, principles of 
protection, drop wire installation and others. 
Written in the language of the telephone man. 


The second volume, beginning with installment 22 
will be ready soon. 


_USE THIS COUPON FOR ORDERING 





TELEPHONY PUBLISHING CORP. 
608 South Dearborn Street, Chicago 5, Ill. 


Please send ______ copies of the 84-page booklet—"ABC of 
the 1 -lephone," by Frank E. Lee, at the following prices: Single 
copy $1.50 each; 2 to 25 copies, $1.35 each; 26 to 50 copies, 
$1.20 each; more than 50 copies, $1.05 each. 
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How to take the “hum” out 


of your wires 


HERE'S an easy way to get rid of wire hum... 

| and the vibration that causes it. Use U-S-S 
American Armor Rods. Laboratory and field tests 
have proved the ability of these specially engi- 
neered armor rods to dampen‘ very effectively all 
destructive vibration. 

By combining U-S-S American Armor Rods and 
Amertel-135 Telephone Wires, you get a line with 
great strength, low electrical resistance. This com- 
bination is especially recommended in long span 
construction, where vibration stress is unusually 
high. Amertel-135 has tensile strength more than 
2% times that of standard B.B. telephone wire. Be- 
cause of this high strength you can often cut your 
pole requirements by 50% ... and you cut instal- 
lation and maintenance costs at the same time. 

Our Amertel-85 Telephone Wire is recom- 
mended for medium span construction. It has the 
stamina to withstand heavy wind and ice loads, 
assures long, trouble-free service. Both Amertel-135 
and Amertel-85 increase transmission efficiency at 
voice frequency. 


Write for complete technical data on Amertel-135 and -85, 
and on our regular grades “E.B.B.,” “B.B.” and “Steel.” 


AMERICAN STEEL & WIRE COMPANY, GENERAL OFFICES: CLEVELAND, OHIO 


COLUMBIA STEEL COMPANY, SAN FRANCISCO 
PACIFIC COAST DISTRIBUTORS 


TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
SOUTHERN DISTRIBUTORS 


UNITED STATES STEEL EXPORT COMPANY, NEW YORK 
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Look for this tog. 
Mis. your essurance 








AMERTEL 
TELEPHONE & TELEGRAPH WIRE 


UNITED STATES STEEL 
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THE BR @D ourpoor 


SUB-STATION PROTECTOR 


The modern sub-station protector is 
equipped with the inter-changeable Type 
H-20 Protector Mount which is provided 
with secondary arresters to withstand 


power cross surges. 


Large busses and studs, grounded frame 
and cover, galvanized steel frame, offer 


additional non-breakable safety features. 


Easy to install, quick to service, and 
the entire mount is removable when dis- 


continuing subscriber services. 








2700 NORTH SOUTHPORT AVENUE, CHICAGO 14, ILLINOIS 











pany’s revenue from $39,759 to $54,003 
annually (TELEPHONY, Mar. 26, p. 2x). 


Vv 


PT&T Asks Temporary Rate 
Increase In California 

The Pacific Telephone & Telegr:ph 
Co. on June 2 asked the California 
Public Service Commission for a tem- 
porary increase in rates pending the 
commission’s decision on a request fo) 
a permanent increase (TELEPHONY, 
Apr. 30, p. 28). 

The company filed its applicatio; 
last fall for the permanent raise y 
rates, saying the proposed increases, 
if granted, would average about 8 pe) 
cent. 

The commission said it would an.- 
nounce its decision on the temporary 
increase between June 15 and 20. 


VV 


Seeks To Buy Ohio Company 
The Logan (Ohio) Home Telephone 
Co. and the Maxville (Ohio) Telephon 
Co., on June 2 filed a joint petition 
with the Ohio Public Utilities Commis- 
sion for sale of the Maxville compan 
to the Logan company. The Maxvill 
company serves 37 subscribers. 





New Yorkers 
Have Convention 


(Continued from page 21) 





toward the possibility of using smalle 
conductors with greater strength; econ- 
omies in compounding materials; mor 
efficient manufacturing methods an 
improved designs which will contribute 
advantages over the present wire. Pe! 
haps some day drop wire will not b 
required in the telephone system. Be- 
fore that time arrives, however, we be- 
lieve that the background being ac 
cumulated today will result in a bette 
and less expensive wire than the pres 
ent one.” 

The convention concluded with th 
showing of motion pictures, “Stepping 
Along with Television,’ and “Re 
hearsal,”’ by representatives of the Ne‘ 
York Telephone Co. 

Directors re-elected by the convel 
tion are: Frank D. Fancher, Middle 
town; L. H. Meyer, Johnstown; W.8 
Seely, Norwich, and J. E. Wy kon 
Zochester. Robert R. Maytum, Fr 
donia; S. F. Busfield, Deposit, and A 
T. Jones, Manlius, were elected <lirec 
tors to succed S. A. Birdsall, Margaret 
ville; C. S. Dudley, Cato, and S. Fre 
Nixon, Westfield. 


The directors elected officers as 10° 
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ALPHADUCT dazed DROP WIRE 


every year. 


red thread indicates wire delivered in 


1949. This code color is changed 


manufacturer's blue and orange thread 


indicates Alphaduct drop wire. 


Alphaduct's simple method of dating drop wire (both neoprene jacketed and braided) furnishes 
a foolproof method of checking service life. It eliminates forever costly record keeping. This 


revolutionary method of dating drop wire was originated by Alphaduct in 1947... 


. is your 











assurance of the manufacturer's confidence and willingness to have you check his product against 


all competition. 


reprinted from ‘Telephony.’ May 21. 1949 





The maintenance of accurate service 


records of individual drop wire installa- 
tions in the average exchange proves a 
most difficult task. Records of this type, 
which are started in good faith, often are 


neglected and seldom prove of much value. 


This difficulty has been largely over- 
come by the design of dated drop wire 
that is now being sold by at least one 
wufacturer. This wire carries two colored 


ads, one to indicate the manufacturer 


ALPHADUCT WIRE & CABLE CO. miutrown, 


and the other the year it was manufac- 
tured, which is also usually the year placed 
in service. The dating thread utilizes a 
different color each year. With this dating 
method, when a drop wire is removed or 
repaired, an examination of this code will 
indicate at a glance the manufacturer of 


the wire and the year it was installed. 


In our opinion, this arrangement repre- 
sents real progress in the simplification of 


accurate plant records. ”’ 


Over 50 years of quality manufacturing experience 


JUN= 18, 1949 


HERE’S 


THE DATING 


COLOR CODE CHART 


1947 white 

1948 yellow 

1949 red 

1950 green 

1951 blue 

1952 grey 

1953 orange 

1954 white and yellow 

1955 white and red 

1956 white and green 
NEW JERSEY 
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The torchlight 
telegraph 
of Polybius 


r TOOK a “communications ex- 
Beer plus two nimble oper- 
ators to spell out a message on 
this unusual semaphore, used by 
the Greeks around 200 B.C. 

Brainchild of an_ historian 
named Polybius, this system was 
limited to short distances. Never- 
theless, it represented one of 
the first types of coded commu- 
nication. 

Nowadays, messages streak over 
distances unimaginable to the 
ancients. On guard over many 
telephone and telegraph lines are 
Hemingray Insulators, contribut- 
ing greatly to 
overall effi- 
ciency. 

> 
This advertise- 


ment 
the 


is one of 
Hemingray 





series on the 
history of com- 
munication. 


Hemingray No. 56 


HEMINGRAY INSULATORS 


American Structural Products Company 
MUNCIE, INDIANA 





Subsidiary of Owens-illinois Glass Company | 


42 


lows: President, Harold C. White, 
Jamestown; vice president, W. M. 
Griswold, Phelps; treasurer, Arnold 
Holmberg, Jamestown;  secretary-as- 
sistant treasurer, S. Fred Nixon, West- 
field, and executive secretary, H. A. 
Cunningham, Albany. 


Vv 


Cunningham Named N. Y. 
Association Secretary 

of the New York State 
Association recently an- 
nounced the appointment of Hamilton 
A. Cunningham of Cambria Heights, 
Long Island, as executive secretary of 
the association (TELEPHONY, May 21, 
p. 19). 


Directors 
Telephone 





H. A. CUNNINGHAM 


Mr. Cunningham was born in Atchi- 
son, Kan., and moved to Orrville, Ohio, 
at an early age, where his grammar 
and high school education was com- 
pleted. He attended Kansas Wesleyan 
and Ohio Universities. 

He was formerly sales representa- 
tive of Koppers Co., Inc., Wood Pre- 
serving Division, and traveled eastern 
New York State for several years. 
Prior to going to New York, he was 
employed by Koppers in various ¢a- 
pacities in several locations at Orr- 
ville, Ohio; Newport, Del., and Nashua, 
N. H. 

Mr. Cunningham served as chief 
boatswain’s mate in United States 
naval construction battalions during 
World War II. In addition to training 
station duty in the United States, he 
served on Ford Island and in the 
Marianna Islands in the Pacific. 


VV 
OBITUARIES 
EvA LEURANIA PEECOOK, retired chief 
operator of The Kittanning (Pa.) 


Telephone Co., died June 7. Miss Pee- 
cook retired in September, 1948, at the 


ptecentuate 


THE 


POSITIVE 


WITH 





The Miller adjustable climber is equipped 
with exclusive bolt fastened adjustable 
shank, permitting easy adjustment from 14” 
to 17%”. High carbon steel, removable gaff 
locks in place with special key device. Be 
positive - - get the best - - get Miller 
adjustable climbers. 


Attach coupon to your letterhead 
ond get Mike, Miller's trademark 
reproduced in colorful plastic. Mike 
watches quolity, service, and price 




















—  moke him your. safety club 
representctive. 
ee 
Miller Equipment Co., Inc. Dept. A- 6 | 
| Franklin, Pa., U.S. A. | 
I 1 am interested in the above equipment. Please | 
} send additional information and Mike, too. l 
| Name 
| Position | 
Company 7 
] Address | 
1 City State | 
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EQUIPMENT CO., INC. 
FRANKLIN, PENNA. 
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age of 66, after 50 years of service 
with the Bell and the Kittanning com- 
panies. 

She first went to work for the Kit- 
tanning company in 1898, leaving it 
in 1901 to become chief operator for 
the Bell company’s exchange. She re- 
mained with the Bell until 1911 when 
she returned to the Kittanning com- 
pany as chief operator. 


Vv 


lowa Association Expands 
Small Company Committee 

Membership of the Small Company 
Committee of the Iowa Independent 
Telephone Association has been ex- 
panded from its original three members 
to 20. The three members appointed in 
1948 and who will serve as the general 
committee, are: C. C. Pearce, Riceville, 
chairman; H. J. Hopkins, Jesup, and 
H. C. Amick, Des Moines. The new 
members, who have been appointed on 
a district basis, are: 

Northwest District: Ross Vernon, 
Sioux Center, chairman; Ray Jones, 
LeMars; E. J. Evans, Sioux City, and 
Ernest Olson, Moville. 

Southwest District: E. B. Zerwas, 
Manning, chairman; Lester Meyers, 
Logan; Don Mahaney, Council Bluffs, 
and Del Elwell, Denison. 

Central District: J. L. Holmes, Chari- 
ton, chairman; H. W. Marks, Humes- 
ton; E. T. Olson, Des Moines, and H. 
H. Howell, Cumming. 

Southeast District: T. J. Newman, 
New London, chairman; Filmore Mel- 
ick, West Liberty; Roger Baxter, Dav- 
enport, and Foryst Wells, Emeline. 

Northeast District: Waldon Piehn, 
Alta Vista, chairman; E. C. Larson, 
Waterloo; Harold Thompson, Clear 
Lake, and M. I. Thompson, Dumont. 


Vv 


Ben Smith Promoted By 
Southwestern Bell 


Ben Smith, division manager of the 
Southwestern Bell Telephone Co., at 
San Antonio, Tex., has been promoted 
to assistant general manager in Dallas, 
W. L. Prehn, general manager, an- 
nounced recently. 


. Smith left Dallas in 1941 for the 
\ntonio position. He was directory 
Sales manager before his transfer. 


L. Lindholm, district manager in 


Ds s, will move to San Antonio to re- 
pl: Mr. Smith there. 

vv 
>> bn Hagerstown, Md., thieves broke 


inte the building of a utility company 
and 
Stal 


inte the building. 
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made off with a special camera in- 






ed to photograph thieves breaking | 















That’s what all users of these effi- 
cient, economical clamps have said. 
Kearney Grade Clamps are adjust- 
able to any spacing of the cables and 
the messenger. Long bearing sur- 
face, free from sharp edges, gives 
firm gripping pressure without in- 
juring the cable. It’s easy to install 
this one-piece unit because bolts and 
nuts are not taken apart for the plac- 
ing operations. Available in single 
and double length clamps for either 


one or two cables. 
Vn complete information and prices 


see your jobber — or write 


a ee t 
ST | 


MEARS S 


BAgee 
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ST.LOUIS. MO 


JAMES R. KEARNEY CORPORATION (iouore527° 


4236 CLAYTON AVE. « ST. LOUIS 10, MO. Utility Equipment 


“U.S.” Builds 
lectric Plants 
Of every 
elephone use 


Whatever your needs—stand-by power, continuous 
power, or portable power—there's a "U. S." unit 
for the job. Line includes electric plants from '/2 
kw to 140 kw, A.C. and D.C. These "U. S." Electric 
Plants are earning a reputation for dependability 
and economical service. Write for information. 


UNITED STATES MOTORS CORP. 
556 Nebraska Street Oshkosh, Wisconsin 


Foreign Division: 212 E. eT Ave. 
Madison 3, Wisconsin, U.S.A. 
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a 


a ringing machine for use with 


SYNCHROMONIC SYSTEMS 


e Replace your 30 cycle Vibrator with 
this new “BC” (Biased Core) Sub-cycle 

which features: 

1. Automatic start without relay 

. Improved ringing voltage regulation 

. Self protecting on overloads; no 
relay operation required for restarting 

. Low inrush current 

. May be used on Start-Stop ringing 
circuits. 


wn 


wd 


These 3 models are available: 
Model 30M — for P. B. X. operation 
Model 30S— for regular service 
Model 30C—for heavy duty 


For full details write for Bulletin 151, or 
ask your distributor about the Model 30 
“BC” Subcycle. 


LORAIN PRODUCTS 
CORPORATION 


DEPT. C 
1122 F STREET 
LORAIN, OHIO 


PARTNERS IN DEPENDABILITY 
Susercl 
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We Make More 
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| and 


VETERAN DOES “SLOW BURN” 


Our Washington editor, Francis X. 
Welch, in his column in the May 21 
issue of TELEPHONY, answering the 
letter which Clyde T. Ellis, executive 
manager of the National Rural Elec- 
tric Cooperative Association, sent to 
telephone companies asking support of 
the Poage Bill, urged telephone men to 


| write Mr. Ellis their views on the bill. 


Mr. Ellis in his letter had solicited 


| the views of telephone men and judg- 
| ing from copies of letters we have re- 
| ceived, which they have sent to Mr. 


Ellis, many telephone people must 
have certainly let Mr. Ellis know that 
they want no part of the Poage Bill 
as it is now written. 

One letter, which we think “hits the 
mark,” was sent to Mr. Ellis by a vet- 
eran, Vernon L. Higginbotham, owner 
and manager of the Walnut (Kan.) 
Telephone Co. The full texts of Mr. 
Higginbotham’s letter to Mr. Ellis 
and his covering letter to TELEPHONY 


| are reprinted below. 


His letter to TELEPHONY reads: 


“Although a _ recent subscriber to 
your magazine, I have been an en- 
thusiastic reader of it ever since I 
started in telephone work. Now that I 
have bought into the business, I find 
it a bigger and better help than ever. 

“This Poage Bill makes both me and 
my wife do a slow burn every time we 
read anything on the subject. In the 
last issue of TELEPHONY, the article by 
Francis X. Welch made us doa bit more 
thinking, so we sat down and wrote 
Mr. Ellis a letter, a copy of which 
we are sending to you, just in case you 
are interested in one veteran’s opinion. 
I’m definitely against anything that is 
going to interfere with the future we 
are building up here, and sure hope all 
of us Independents can get together 
and fight this bill or any others like it.” 


Mr. Higginbotham’s letter to Mr. 
Ellis follows: 
“You say you are interested in the 


opinions of the Independent telephone 
owners—that you ‘just can’t believe 
we want these bills killed—.’ Well, 
brother, we do! And I'll tell you why 
—because we don’t want our business 
taken over by the government like the 
REA and its corresponding likenesses 
have taken over the private power 
companies. Now don’t say I don’t know 
what I’m talking about for my Dad is 
has been with the REA in Mis- 
souri ever since it came into being and 
I’ve heard REA until I’m tired of it. 

“What difference does it make to 
you or any of the dozen and one others 
sitting around the Nation’s Capital 
pushing this Poage Bill and REA so 
enthusiastically, so long as rural tele- 
phone service progresses. I myself am 
a veteran—put in four and one-half 
years in the service—and my family 
and I are working hard, very hard, to 





ON POAGE BILL 


have our own business. Seems to me 
the government isn’t showing much 
appreciation for that four and one-half 
years out of my life in trying to take 
away my business. 

“Now, I suppose you’ll say the goy- 
ernment doesn’t want to take away my 
business. Well, the farmers in. this 
territory who own their own lines, 
come into the office and beg me to tak 
over and maintain those lines. At 
the present time I can’t do that, be- 
cause all my funds have to go int 
building up the plant before those lines 
can be properly taken care of. Yes, the 
farmers want service—good service— 
and are willing to pay for it—but they 
don’t want the care and maintenance 
of those lines that give them that serv- 
ice. So if the government isn’t going t 
take care of the lines that are 
structed, who is? And who is 
whose business? Right? 

“So why not give us present owners 
a chance—we don’t want you to merely 
be ‘willing to read our applications 
first’—as stated the government would 
be willing to do. Just stay out of ow 
business and let us run it alone. Seems 
to me the telephone industry has bee) 
getting along very nicely for many 


con- 
tak ing 


years. If, as you say, the money car 
so easily be appropriated for the ex- 
pansion of rural lines, why not make 
that money available to us at a reason- 





Au the strength and_ durability 
inherent in steel are combined—with 
definite economies—in @rapo Gal- 
vanized Steel Strand. Heavy, ductile, 
tightly-bonded zinc coatings, applied 
by the famous @rapo Galvanizing 

STAB Process, provide 
lasting protec: 
tion against cor- 
rosion. 













Ask the distributor 
of Crapo Galvanized 
Products near you Oo! 
write direct for fur 
ther information! 
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STEEL & WIRE co. 


MUNCIE, INDIANA 
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‘! } able 4 per cent interest rate, and then | 
watch us go to town on those lines. 


“The telephone companies and the | 
REA cannot be run on the same basis p83853,(¢)) | 3 
—in fact they have no common inter- | LINE 
but as 


est, although they should have 
evidenced by the lack of cooperation in 
ne f my own territory, we do not have the 
ch f same ideas in mind. Personally, I FROM THE COMPLETE LINE OF 

ilf | want the farmer to have his electricity OLIVER POLE LINE MATERIALS 
ke f as well as his telephone, but by over- 
building my lines, the REA cuts off the 





















v- | telephone service the farmer should be 
ny given. 
a “IT believe I speak for the telephone 
ke | industry in general when I say that 
At never in the history of telephone service 
i has a company showed disrespect for 
ti other lines constructed in its territory, 
es whether they be electrical or farmer 
he | lines. However, in this territory alone, 
mu I have a good 30 miles of line that have 
7” been made practically useless by being 
»~ over-built by the REA. But the public 
.y. | service commission says that nothing ,. ae 
can be done about it—because it’s gov- The Oliver » 
he ernment built and maintained. Speed Point The Speed Point—a standard fea- 
= “We have just finished rebuilding six a realtime ( ture of Oliver bolts—is time-saving 
miles of line that was over-built by the and waste-eliminating Oliver bolts 
T'S REA ¢ is six miles, ave use 
RI 1 and in this ix miles I have used ase mele ta ell comseercial sinuses 
‘ly 104 splices where the line was broken 
ns — and torn down some of it they from open hearth steel, and are hot 
ld patched back together with baling wire ] 
pen > Ts vani Types include . 
ur —when the REA built their lines. A galvanized 4 ioe : ma 
ms , : ey: chine, Carriage, GOuble-arming, eye 
en “We have several more miles of line ’ ge, g, eye, 
ny | in the same condition that must be re- thimbleye. Write for catalog with 
a built. If anyone questions this, we can IRON AWD Steet complete listing 


aes produce witnesses to the damage at 
ke the time it was done. Yet, nothing can CORPORATION 
asa be done about it. Yes, we have a 
grudge against REA in this part of South Tenth and Muriel Streets MAKERS OF POLE LINE MATERIALS SINCE 1894 
the country—and anything connected Pittsburgh 3. Pa. 


with it is OUT as far as I or any other 
telephone man in this part of the state 
is concerned. Don’t take my word for 


it—ask telephone men and listen to % 

what they say. I have talked to tele- Oe 7 

phone owners in Missouri, Kansas, and OU CON 4 DY 107 ) 

Oklahoma and they all feel the same =) 

way. a Z4 OG ‘ ws — ( 
LY ~ 
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“If the senator from Texas or Ala- 
bama, or any other state, who doesn’t 
and never will own, and never has 
owned, an exchange or knows anything 
about it except what he has heard or 
read, wants to really further and help 
us give good, rural service, here’s a 
suggestion: 

“The REA has its lines built all 
over the state—they are already there. 
Why not give us a little cooperation 


and let us make contact on those poles? 





ity We would be willing to pay a reason- 
able rate per contact and more than 
ith Willing to observe specifications as re- 
al- quired. Why must we pay an engineer 
le, to oversee the building of telephone 
je _ : a —. poles oy — py hth GOL 
st do? Surely you will grant us tha V7, 
ng the telephone man news ide business WI, YD MITE D SEAL TAPE 
de just as much as the electric line man. 
aC- Let us build our rural lines on the There’s more tape value in every roll because 
ore REA poles and we'll give the best and there’s no waste. Gold Seal Tape goes further. 
most reasonable service that anyone— And, rain or shine, you can depend on it to 
gov. rnment or otherwise—could give. stick to the job cee speed the work. Try Gold 
itor Give the present owners and private Seal Tape next time. In single rolls and handy 
zed indstry a chance. That’s what built 10-roll containers. Jenkins Bros. (Rubber Divi- 
- America. That’s what the United sion), 80 White St., New York 13. 
ur Si 


s stands for today. That’s what I 
thoight I was in the army for—to 
Ma nitain that standard of individual GSVUL LWA 
fre: ‘om of work, thrift, self-control JENKINS 1} N 

anc initiative that are supposed to be = 

fuavanteed by our Constitution.” | mabe BY JENKINS BROS. ... MAKERS OF FAMOUS JENKINS VALVES_______/ 
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This photograph shows the construction and maintenance forces which the Southeast Missouri Telephone Co. brought to Cape Girardeau, Mo., follow- 
ing the cyclone which hit that city the evening of May 22. C. W. Boutin, president of the company, reports that 3,500 telephones were out of 


order following the storm, which destroyed 225 homes and business establishments and partially wrecked 250 others. 
killed cnd over 200 were hospitalized. The company estimates its damage at $40,000. All service was restored in six days. 


Twenty-three persons were 
Two hundred and forty 


telephones cannot be replaced until homes are built or repaired. 


AT&T Stockholders Reach 
800,000 Mark, All-Time High 
The 800,000 mark in the number of 


AT&T stockholders has now been 
reached, the company announced on 
June 13. The new total, an all-time 


high, represents a gain of 35,000 stock- 
holders since the first of this year and 
an increase of 100,000 holders in the 
last two years. 

About one in every 60 families in 
the United States shares directly in 
the ownership of the AT&T. 

The average number of AT&T shares 
held is around 30. Among the new 
stockholders added so far this year, the 








"Pencil 
Type" 
ELECTRIC 
SOLDERING TOOL 


For delicate soldering jobs. 


Weight, 7 oz. Length 8-1/4". 
Standard tip, 1/4". 3/16°' and 
1/8"* tips also available. 


OTHER FINE VULCANS 


PLUG TIP—oil parts replaceable. 
WRITE US ABOUT THEM 


VULCAN ELECTRIC CO. 


Danvers 20, Mass. 








average holding is 12 shares. More 
than 230,000 stockholders own one to 
five shares. 

Ninety-five per cent of the stock- 
holders are individuals and more than 
half of them are women. The other 
five per cent includes colleges, hospi- 
tals, churches and other institutions 
which represent numerous beneficiaries. 
No stockholder, including institutions, 
holds as much as one-third of one per 
cent of the total stock. 

More than a third of the stockholders 
have owned stock in the company for 
15 years or longer. 
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K. W. Graybill Addresses 
Rose Polytechnic Students 

The romance of the telephone busi- 
ness and the career opportunities it 
offers graduate engineers were de- 
scribed recently at Rose Polytechnic 





Institute, Terre Haute, Ind., by K. W. 
Graybill, chief engineer of Automatic 
Electric Co. 

In his talk, made before a group of 
90 engineering students, Mr. Graypbill 
reviewed the highlights of telephone 
history, discussed the operating and 
manufacturing phases of the business, 
and gave a brief glimpse of the recent 
developments in the field. He 
cluded his address with a question and 


con- 


answer period. 

He was conducted later that day on 
a tour of inspection of the Citizens 
Independent Telephone Co., Terre 
Haute, by a group of its ofiicials. 
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>> In Hartford, Conn., a man walked 
into a grocery store during a rush hour 
and departed unnoticed with a_ pay 
telephone booth ripped from its place 


on the wall. 


Left to right: C. E. McCORMICK, vice president and general manager, and EMMETT SWANSON, 
president, Citizens Independent Telephone Co.; FRANK J. BAKER, general plant superintendent, 
Home Telephone and Telegraph Co.; K. W. GRAYBILL, chief engineer, Automatic Electric Co.i 
S. B. DIBBLE, general plant supervisor, Citizens Independent Telephone Co.; and ROBERT SHEARER, 
telephone and radio engineer, formerly with British Post Office, at Rose Polytechnic Institute. 
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CEDAR POLES 
FIR CROSS ARMS 














from our Ohio yard 


Quick 
Truck Shipments 


& 
Also yards at 
Minneapolis 
and Haley, Idaho 








R.G. HALEY & CO., Inc. 


SPITZER BLDG. 
TOLEDO 4, OHIO 











POLES 





B. J. Carney & Co., 
poles. 


100 N. 7th St., 
nneapolis, Minn.—Western red cedar 
Pentrex Butt Treated or Plain. 








an 


Cascade Pole Co., P.O. Box 743, Ta- 
coma, Wash. — Creosoted Douglas Fir 


d Cedar Poles. 


Senate Committee 
Hears Hill Bill 


(Concluded from page 16) 





mutual and it is your own fault that 
you are no better off in the service 
rendered than you are, and the only 
reason you have not better service is 
that you did not want to subscribe, or 
you did not want to charge one another 
sufficiently to make possible a recon- 
struction of the lines. Now, that is 
what happened with us. We could not 
get enough ...so we just gave it up 
and gave it away.” (Laughter) 

Mr. WICKARD: “We do not intend to 
give the line away.” 

SENATOR THYE: “One of these days 
your will get 
away on you.” 


wives mad and give it 


VV 
IT&T Elects Directors 


At the annual meeting of stockhold- 
ers of the International Telephone & 
Telegraph Corp. on May 25, the fol- 
lowing directors were re-elected for the 
ensuing year: Sosthenes Behn, George 
R. Brown, W. Randolph Burgess, Fred 
T. Caldwell, John W. Cutler, Charles 
E. Dunlap, Charles Edison, William F. 
Halsey, Jr., William H. Harrison, 
Arthur M. Hill, Allan P. Kirby, Hugh 
Knowlton, Morris F. LaCroix, J. Pat- 
rick Lannan, Robert McKinney, Luke 
McNamee, Walter E. Ogilvie, Warren 
Lee Pierson, Wolcott H. Pitkin, Joseph 
W. Powell, Clendenin J. Ryan, Kenneth 
E. Stockton and Ellery W. Stone. 





Cedar Poles 
MACGILLIS & GIBBS COMPANY 


Wells Bidge., Milwaukee 2, Wis. 
. 
Northern White and Western Red 


Cedar Poles—Plain or Butt-Treated 





ATLANTIC 
Creosoting Co., Inc., 17 Battery Pi., N. ¥. C. 
Creosoted Pine Poles 
Crossarms . . Conduit 
PLANTS AND OFFICES 
New Orleans, La. Jackson, Tenn. Boston, Mase. 
Winafield, La. Loulsville, Miss. New vee N.Y. 
Nerfelk, Va. Savannah, Ga.  Philadeiphia, Pa. 
Annapelis, Md. Chicago, tll. 








RATE CASE STUDIES 


HERDRICH BOGGS and CO. 
Certified Public Accountants 


803 Electric Building 
INDIANAPOLIS 4, IND. 











CYRUS G. HILL 
ENGINEERS 
ALLEN K. HAMILTON 


PLANT — TRAFFIC — COMMERCIAL 
VALUATIONS AND ORIGINAL COST 


231 S. LA SALLE ST., CHICAGO 4 








SLOAN, COOK & LOWE 


CONSULTING ENGINEERS 
120 SOUTH LA SALLE STREET 
CHICAGO 


Appraisals—Original Cost Stadies 
Depreciation, Financial, and Other 
Investigations 








G. LOUIS WELLER 
CONSULTING ENGINEER 
1203 Nineteenth Street, Northwest 
Washington 6, D. C. STerling 1122 


Forty-seven years Bell System, terminating as 
Assistant Chief Engineer, Washington, D. C. 
Fellow American Institute of Electrical Engineers 
Member American Institute of Consulting Engineers 
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Cc. M. Christiansen Co., Phelps, Wis.— 
Northern White Cedar Poles, 


plain or 
tt treated. 








or 
Pe 
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Curtis Pole Ce., Helena, Mont.—Fir, 


Larch, Lodgepole Pine Poles. Butt treated 


Full Length Treated with Creosote or 
nta. 





———— 





Fi 


tock 


Treated at Laramie, 


Forest Products Treating Co., 541 Pit- 
Block, Portland 5, Ore.—Douglas 
r and Lodgepole Pine Poles Pressure 
Wyo., and The 
les, Ore, 
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international Creosoting and Construc- 
n Co., Galveston, Texas.—Creosoted 
ithern Yellow Pine Poles. Plants 
aumont and Texarkana, Texas. 








™. M. Partridge Lumber Co., Minne- 
©¢:'18, Minn.—Northern White—Western 


Rec Cedar Poles, Plain or butt-treated. 








Wood Products Co., American Bank 
!9., Portland, Ore.—Creosoted Douglas 
Larch, and Lodgepole Pine Poles. 








JUNE 18, 1949 


Need help? Need a job? Something 
to sell? Something to buy? For best 
results and quick results use 
TELEPHONY 's 
Classified Advertising Section 














LOW COST envelope addressing. 
No expensive plates or stencils. 


832.50 inu.s. A. 


Delivered 


Includes supplies for 500 
names. (Supplies for each additional 500 
names: $3.25.) 


G. G. SAMPSON ASSOCIATES 
240-T Broadway, New York 7 


machine and 


TELECOMMUNICATIONS 
ENGINEERS 
Rate Studies—Fundamental Plans 
Layouts—Cost Studies 


Construction and Installation Practices 
Operating and Maintenance Methods 


109 Broad Street, New York 7, N. Y. 








UTILITY REALIZATION CORP. 


specializing exclusively in 
collection of past due accounts 
for Public Utility Companies 
Inquiries Solicited 
13th & Walnut Sts. Phila. 7, Pa. 








Fully equipped to prepare estimates; con- 
struct outside plant; install central office 
equipment; prepare cable lay-outs and in- 
stallations; emergency repairing of storm 
damcged plant. 


STEPHENSON CONSTRUCTION COMPANY 


FLORENCE, KENTUCKY 
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CLASSIFIED SECTION 


Rates 15 cents per word payable in advance. Minimum charge $3.00 for 20 words or less. 





POSITION WANTED 


POSITION WANTED: Man 36 years of 
age. 16 years experience in most phases 
of telephone plant work, including 
manager of exchanges. Prefer outside 
plant work. Available for employment 
in central or southern California. 
Write R. D. Beatty, 17115 Lakewood 
Blvd., Apartment 20, Bellflower, Calif. 

Competent telephone lineman, in- 
staller and trouble shooter desires posi- 
tion. Best of references as to ability 
and character. White Box 2779 c/o 
TELEPHONY. 





SUPERVISOR or CHIEF OPERATOR 
wanted by large Independent Com- 
pany in Central Illinois to work as 
Traveling Traffic Supervisor to help 
direct general traffic operations. De- 
partment expanding — good future 
and salary. 
Must have thorough knowledge and 
ability— 
1. For getting along well with 
people 
2. To effectively instruct 
3. To apply practical principles 
of good central office man- 
agement 
4. Of Bell Toll Operating Prac- 
tices 
Give details on traffic experience, all 
supervising experience, present and 
former employers, reasons for leav- 
ing; state age, family status, condi- 
tion of health and general back- 
ground. Enclose small photograph. 
Send replies to 
TELEPHONY, BOX NO. 2777 








is 


HELP WANTED 


COMMERCIAL MANAGER for 3500 sta- 


| tion dial exchange in eastern part of 


United States. Must have some general 


| knowledge of plant matters and public 


| phone man 
| common 
| Home 


| 2774, c/o TELEPHONY. 


relations experience. Write Box No. 


Wanted all-round _ tele- 
for privately owned all 
battery plant in California. 
every night and steady work 


competent 


| with exceptional chance for advance- 


ment. If interested, state wages ex- 


| pected, age, experience, when available, 


| T.LF. 


send references and photo. Do not an- 
swer this ad unless you want a lifetime 
job and intend to stick to the job. Give 
full information in first letter. Write 
Box 2780 c/o TELEPHONY. 





WANTED TO BUY 


SWITCHBOARD: magneto two-position, 
300 or 400 line, in good condition. 
Write: Box No. 2772, c/o TELEPHONY. 


ml ig 


WESTERN ELEcTRIC 50-B Crosstalk 
Measuring Set and 1A Voltage Wave 
Set with Microammeter. Give 
year of manufacture, exact condition 
and price. Write Mutual Telephone 
Co., Box 2200, Honolulu 5, T.H. 


WESTERN ELECTRIC 2-A Terminating 
Network. Write Mutual Telephone Co., 
Box 2200, Honolulu 5, T. H., stating 
condition and price. 





MC-9955-A Line Relay 


MC-9959-B Cut Off Relay 





RECONDITIONED 


AUTOMATIC ELECTRIC CO. 
LINE AND CUT OFF 
RELAYS 


§ 440 Ohm Coil 
) 1 Make Contact 


§ 440 Ohm Coil 
) 2 Break Contacts 


MES-76-887 Mountings with Cover, Mount 10 Line and 10 
Cutoff Relays, Fit 19" Rack. 


BUCKEYE TELEPHONE AND SUPPLY CO. 


COLUMBUS 6, OHIO 








| 


WANTED TO BUY 


MAGNETO SWITCHBOARD, NORTHERN 


Electric No. 1240 or similar type, 
Write: Box No. 2778, c/o TELEPHONY, 


WANTED TO Buy or Lease, preferabl 


| South, telephone exchange. Furnish in 


| tentialities, 


formation size, cost and if terms, po 
condition and kind o 
Write R. A. Bailey, 509) 

St., Richmond, Indiana. 


equipment. 
N.W. 5th 





FOR SALE 


Fi Half-Ton Ford Telephone Truck 
—NEW. 1531 E. 75th St., Chicago, I. 
Telephone MU 4-2824. 

3-position Leich Magneto Multiple 
Switchboard. 380 lines, repeating coils 
in cord circuits. Good condition. Wri 
Lanark Mutual Telephone Company, 
Lanark, Il. 


SWITCHBOARD #506A per J 59003D-1 
(Bell System) 3 Trunks, 7 Extensions, 
5 Connecting circuits, 1 Attendants 


circuit, 1 Ringing and buzzer circuit. 
. $375.00 Delivered. } 
74 So. Main . 


Absolutely new . . 
Write Weinbergs, 
Freeport, N. Y. 


Kellogg Desk Stands with bell en- 
closed metal ringer boxes. C. B. tele 
phones—complete, $7.50. Magneto Wa 
telephones—complete, $4.00. Porcelain 
pony insulators — NEW — $2.00 per 
hundred. Write Parma Telephone Co, 
P. O. Box 188, Parma, Idaho. 


Kellogg Magneto Switchboard. Avail- 
able after July 1. 250 working lines, 
with 300 capacity, with night alarm. 
Also, Cook type L MDF 300 lines ter- 
minating wool cable attached. 259 
heat coils and arrestor blocks. $500 
TAKES ALL. Write: Cuba City Tele 
phone Co., Cuba City, Wis. 

157 No. 19 Kellogg Repeating Coils 
$3.00. 19 No. 11B Leich Repeating 
Coils $3.00. 9 No. 1007 Kellogg Mount- 
ing Strips for above coils $5.00. 

Some of the above coils have never 
been used. Used as “kick coils’ fine 
substitute for gradually working in 
Magneto lines to Common Battery. 
Make us an offer on the lot. Bremen 
Telephone Corp., Bremen, Ind. 


NEW—N. E. Co. all-relay dial ex- 
change 415 telephones. Growing 01 
town over 1100 population. Gross after 
Bell $14,000, rate increase pending, 
will gross over $18,000. Price $47,000. 
Good hotel in connection if wanted, 
$8,000 more. Must be financed in full. 
Write: Lee O. Traver (Owner), Logan 
Telephone Co., Logan, Kansas. 


MAGNETO WALLSETS, compact typé, 
serviceable condition. Inquire: 
LINCOLN TELEPHONE AND TELE- 
GRAPH CoO., Lincoln, Nebr. 
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